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PREFACE 

In planning: a work of this character, which requires the expression 
cf a great deal of personal opinion, it is evident, at the ontset, that the 
author renders himself a target for considerable criticism, from those 
organists who happen to entertain different opinions on any branch of 
the subject. I am not unmindful of the fact that the success of the 
work would perhaps be assured, if it were possible to pronounce opinions 
with which every organist would agree. From the nature of the subject 
itself, and from a great diversity of personal tastes, any one can see 
that such a course is absolutely imiK>ssible. 

I have attacked the subject of Registration from many angles, have 
treated it from many points of view, and have recorded my personal 
conclusions. In recording these personal conclusions, I wish, at the 
outset, to have it understood, that, while I am firm in my personal con- 
victions, I do not put them forward €x eathedrd, with the idea that they 
are to be accepted without a question. As I have just stated, these con- 
clusions can only be considered as an expression of my personal taste, 
and I am fully conscious that some organists will differ with me. As 
one English author wrote: ^ Where the standpoint of criticism is al- 
most wholly subjective, great diversities of judgment are inevitable." 

I trust that my readers will readily see the impossibility of treating 
the subject impersonally, or of presenting all the personal opinions of 
others who happen to disagree with me on any branch of the subject 
I bow my head to the different opinions of other orgranists who disagree 
with me, and hope that the young organist will fully consider the various 
opinions, in forming his personal taste and individuality in registration. 

It will be observed that many statements are repeated several times 
in the course of the book. This is unavoidable, as these statements have 
an important bearing on the subject-matter which occurs in various 
parts of the book. Furthermore, frequent repetitions of some of the 
important statements will ensure a permanency in the mind of the 
young orgranist which, otherwise, might not prevail. 

For the sake of clearness, I have treated the names of all organ stops 
as proper names, beginning them with capital letters. I am aware 
that this is not customary, but it seems to me that the importance of the 
names of the stops, and the method of referring to them so frequently, 
justifies this plan. 

In the technical description of the pipes of various stops, free use has 
been made of '' A Comprehensive Dictionary of Organ Stops," by James 
Ingall Wedgwood, F. A. S.; F. R. Hist. S. (England), an excellent work 
which ought to be in every organist's library. 

If, after perusing the following chapters, the young organist finds 
that a keen interest in the subject of registration has been kindled 
within his mind, my efforts will not have been in vain. 

Boston, January, 1919. 
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ORGAN REGISTRATION 

PABT ONE 
CHAPTER I 

DEFINITION AND DESCRIPTION OF REGISTRATION — REGIS- 
TRATION AND ORCHESTRATION COMPARED 

Organ Registration is the art of selectiiig and combining: the varioiis 
stops of an organ, in such a manner that a satisfactory effect is pro- 
duced when a composition is played on the organ with the selected 
stops and combinations. The word ''registration," when used in con- 
nection with organ music, is derived from the word ** register " — a term 
used to denote any stop of an organ, whether it be a " speaking stop " 
or a '^ mechanical stop." Registration bears the same relation to organ 
music that orchestration bears to orchestral music. The selection and 
combination of the orchestral instruments are generally spoken of as 
" orchestral coloring "; the selection and combination of the stops of an 
organ are likewise classed as ''organ coloring"; and there is consider- 
able truth in the similes. The stops of an organ are to an organist what 
the palette is to the painter, though it may be carrying the analogy too 
far to compare the tone of the individual stops to various si>ecific colors. 

A knowledge of registration requires a familiarity with all the proper- 
ties, both tonal and mechanical, of each stop in the organ. It requires 
a familiarity with the acoustical effect which the tone of each stop 
exerts on the tone of each other stop, when the stops are combined. It 
also requires a due consideration of the general character of the com- 
position and of its individual sections, a proper regard for the relative 
power and character of the phrases, and a keen appreciation of the 
value and effect of the various tone-colors when selected for these 
phrases. The importance of an exact knowledge cannot be over-esti- 
mated. In addition, the young organist who seeks a knowledge of regis- 
tration must develop a personal taste and imagination, with regard 
to the tone of the various stops of the organ, so tiiat he can make good 
use of the knowledge already mentioned. Just as a painter may have 
a thorough knowledge of every color on his palette, and yet be a poor 
colorist, so may an organist be familiar with the tone of the^rgan 
stops in general, and yet be lacking in any individual taste for regis- 
tration. Such taste must be ordinate to be of much value. 

The young organist should aim to be eclectic in his taste for registra- 
tion, and should develop some skill as a " colorist " — one who treats the 
various tone-colors of the organ somewhat as a painter treats his colors 
in paint. He will then produce a great variety of shades and contrasts 

9 



10 ORGAN REGISTRATION 

of tone-color in registrating various orgran compotitionfl. Otherwise, 
he will have neither taste nor liking: for the individual tone-colors of the 
various stops and combinations, and his interpretations of orgran mosic, 
while technically perfect, will be like etchings printed in black or 
sepia — ^all of one color. Worse still, his registration will most likely 
be of the ^ hit or miss " character which is kaleidoscopic rather than 
artistic. It is obvious that contrasts of tone-color prevent monotony, 
and yet, too frequent changes of the registration tend to produce a rest- 
lees effect, and leave only a vague impression of the registration. 

Inasmuch as the registration of a composition depends, to a great ex- 
tent, on personal taste, and there is always a wide diversity in all 
matters of taste, it will at once be seen how impractical it would be to 
attempt to promulgate any absolute rules for the gniidance of the young 
organist. A certain combination of stops may be considered pleasing 
by one orgranist, and objectionable by another organist. It even seems 
possible to find an admirer for almost any conceivable combination of 
stops, though the majority of the listeners will condemn certain com- 
binations. I once heard an organist improvise for fifteen minutes, using 
the Vox Humana, without the Tremolo, combined with a Four-Rank 
Mixture. I once heard another organist play that beautiful, quiet and 
peaceful Andante Religioso movement of Mendelssohn's Fourth Sonata 
entirely on the Ftdl Organ. A third organist, in giving a recital, played 
the first four pages of the Toccata in G of Dubois on the Vox Humana. 

In the following chapters, I have attempted to describe the recogrnized 
properties, and the character of the tone, of certain stops; the acoustical 
effect of certain combinations of stops; the various methods of manipu- 
lating the stops and of obtaining the combinations; the effect which 
certain combinations of stops produce in musical phrases of a certain 
character; and lastly, I have suggested certain possible plans of regis- 
tration for various compositions. 

Many details of a purely technical nature, which seem to me to exert 
considerable influence in various phases of the subject, may appear to 
some organists as extraneous matter which could well have been omitted. 
These chapters or sections can easily be passed over, if so desired, until 
a time when they happen to become of value for reference. 

While registration for the organ is, to a certain extent, similar to 
orchestration for the orchestra, there are many details which are en- 
tirely tmlike in the two subjects. Quite a number of organ effects are 
impossible in the orchestra, and hundreds of orchestral effects cannot be 
reproduced or even suggested in the organ. In the first place, we must 
bear in mind that one performer at the organ cannot produce the in- 
finite variety of changing tone-colors and changing dynamics that sixty 
or more men in an orchestra can produce. In the second place, while 
the tone of a few organ stops is a fair imitation of the tone of their 
orchestral prototypes, the tone of many of the stops gives only a slight- 
suggestion of the tone of the instruments bearing the same names. 
Thea again, it is the perfection of a voicer's art to produce a perfectly 
even quality and timbre of tone from all the pipes of an organ stop, 
from the lowest tone to the highest; and, after the pipes have been 



DEFINITION AND DESCRIPTION 11 

voieed, the performer cannot vary that tone, except to make it louder 
or softer by opening or closing the swell-boz, if the pipes happen to be in 
a swell-box. On the other hand, the tone of an orchestral instrument 
can be varied in timbre to a marked degree, besides being made louder 
or softer. Observe the difference in timbre between the lower octave 
and the upper octave of the tone of an orchestral Clarinet, or of a 
Violin. What a changing variety of tone can be produced in a French 
Horn by "stopping" the belli Organ stops retain exactly the same 
tone-color when the swell is open and the tones are as loud as possible, 
as whea the swell is closed and the tones are soft^ied. With many or- 
chestral instruments the player can produce an entirely different tone- 
quality by increasing the wind-pressure. This is especially noticeable 
with a Trombone, Alto Horn and Trumpet (or Comet), the tones of 
which assume a very different color when the player forces the wind- 
pressure. 

It is a good plan to copy, as far as is possible, the combinations and 
effects of the orchestra; but we must recognize the limitations in that 
direction in the organ, and confine ourselves to the most successful 
imitations. There are numberless beautiful combinations and effects in 
an organ, which are purely organ-like, that cannot be reproduced or 
imitated on any other instrument or combination of instruments; and 
the performer who confines himself to those effects, together with such 
of the orchestral effects as can be successfully reproduced, will make 
the instrument sound like a good organ and not like a poor orchestra. 

Many young organists who rarely play on any organ, except the one 
in the church in which they are regularly engaged, are apt to fall into 
the habit of selecting the stops unconsciously from their location, without 
a thought of the name of the stops or of their tone-quality. Conse- 
quently, when they have occasion to play on some other orgran, they are 
at a loss to know which stops to use, not having any definite idea of 
the names or tone-quality of the individual stops. Their only idea of 
the registration of a composition, developed solely by experimenting 
with the stop-knobs of the one organ, is, for example, that the first, 
third and fifth stops on the left-hand side, and the fourth and sixth 
stops on the right-hand side, produce an agreeable combination. If the 
stop-knobs bore no inscription at all, it would not matter. This plan 
may pass for the one organ, but its narrow limits preclude the possibil- 
ity of acquiring any idea of registration per se, and the player experi- 
ences great difficulty in attempting to play on any other organ. 

In pictorial art, there is much beauty in steel engravings, etchings, 
and photographs, whether printed in blue, sepia or platinum tints, but 
the oil-painting overshadows them all, not only in the beauty and vari- 
ety of coloring, but in faithfully reproducing all the colors of the 
subject. 

With organ music, similar conditions prevail. A few compositions 
are like steel engravings. They are satisfactory if played correctly in 
notes, rhythm, and relative power of the various phrases, even if tonally 
monochromatic, so to speak. Most organ compositions, however, lose 
a large part of their charm if rendered in this manner; and the young 
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organist should develop a habit of giving much thought to the possible 
coloring in the registration of organ compositions. 

One of the principal characteristics of the organ, which differentiates 
it from all other musical instruments, is the great number of widely 
varying tone-colors which can be reproduced by the organist who is 
familiar with all the tonal dements of the instrument. If he has some 
familiarity with the acoustical characteristics and influence of each of 
the stops, he can greatly increase the variety of his combinations and 
produce effects and tone-colors in various organs of which he otherwise 
would be unconscious. 



CHAPTER II 

CLASSIFICATIONS OF ORGAN STOPS 

Every one who intends to acquire a knowledge of organ registration 
must have, at the outset, a clear understanding of the significance of the 
various terms used in stop nomenclature, as well as the several classifi- 
cations of the stops. It is unfortunate that there is so much ambiguity 
and such a lack of system in the various terms which are found in stop 
nomenclature, but, as yet, no system of naming the stops has been 
devised which is consistent, comprehensive, and practical. 

The word ** stop " primarily signifies a complete set of pipes, one for 
each key (a few si>ecial stops have two or more pii>es for each key), 
all of which produce the same tone-color. Each set of pii>es is con- 
trolled by a mechanism which begins at the console with a ** draw- 
stop knob," ''tablet," or ''stop-key," by means of which the orgranist 
is enabled to connect that set of pipes with the keyboard, or to disconnect 
it at pleasure. Until within the last quarter of a century, the stops were 
controlled only by "draw-stop knobs," which were called "stops" for 
short More recently, " tilting tablets " and " stop-keys " have been sub- 
stituted for this purpose in some organs. 

In the evolution of the organ, when Couplers and Tremolos were 
added, they were controlled by draw-stop knobs, similar to those of the 
speaking stops, and thus became classed as "stops" (now called 
^' mechanical stops ") . 

By the following table, it will be seen that we have several classifica- 
tions of the stops of an organ. Whether the stops are controlled by 
draw-stop knobs, tablets, or stop-keys, is immaterial in these classifi- 
cations. 

For convenience, we first divide all the stops of an organ into two 
classes; viz.. Speaking Stops and Mechanical Stops. The significance 
of the term " Speaking Stops " is self-evid«it. The Mechanical Stops 
are all the stops which, by themselves, produce no tone, and include the 
Couplers and Tremolos. The size of an organ is indicated by the num- 
ber of distinct speaking stops which it contains. 

The Speaking Stops are divided into Flue Stops, Reed Stops, and 
Percussion Stops, according to the manner in which the tone is pro- 
duced. The tone of the Flue Stops is produced by the wind being im- 
pinged against the thin upper lip of the pipe (like a flue), which 
causes the air within the pipe to vibrate. Examples : — Diapason, 
Flute, Gamba, Salicional, Bourdon, Melodia, etc. The tone of the Reed 
Stops is produced by means of a reed, the tongue of which is caused to 
vibrate by the wind, the tone being modified and perfected by a pipe 
which is connected with the reed. Examples : — Oboe, Cornopean, Trum- 
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CLASSIFICATIONS OF ORGAN STOPS 16 

pet» Tnbay Clarinet, Trombone, Ophideide, Clarion, Vox Humana, and 
Physharmonica. The tone of the Percuasion Stops is produced by the 
stroke of some kind of a hammer (wood, metal, or felt), upon various 
forms of metal, glaas, wood, or membranes. The Percussion Stops which 
have thus far been introduced in our church, concert, and house organs, 
have a definite pitch for each note of their compass; e. g., Chimes, Caril- 
lons, Harp, Celesta, and other modifications of the Carillons. All these 
stops, except the Chimes, generally have a qualifying pipe attached, 
which modifies and beautifies the tone. These stops are more specifically 
treated in Chapter IV. In the modem theatre organs, there are being 
introduced various kinds of "^ Traps'' which are controlled by draw- 
stops or pedals. WhUe these Traps, at first thought, do not seem to 
belong within the realm of organ stops, as they have little or no definite 
pitch, their growing popularity in theatre organs indicates that they 
must be mentioned. The principal Traps of the present day are: — 
Bass Drum, Snare Drum, Tam-Tam, Gong, Triangle, Cymbals, Sleigh 
Bells, and Swiss Bells. 

The speaking stops, exclusive of the percussion stops, are also divided 
into Foundation Stops and Mutation Stops. In this classification the 
term ''Foundation Stops'' includes all stops (except the percussion 
stops) which sound the note which is played or one of its octaves. 
The Mutation Stops are the stops which sound one or more notes other 
than the note played, or one of its octaves. Outside of the classification 
of stops, the term ** Foundation Stops " has a less broad significance. 
The reeds, at least most of them, and the 2 ft stops are generally ex- 
cluded, when ''Foundation Stops" are indicated in the registration; 
although all speaking stops (except the percussion stops) of 82, 16, 8, 4, 
and 2 ft pitch (explained more fully later in this chapter), and all 
reed stops, come under the head of Foundation Stops in this classifica- 
tion. In the registration of a composition, " Gt Foundation Stops 8 and 
4 ft." does not include the Gt Trumpet Likewise, " Sw. Foundation 
Stops 8 and 4 ft" may include a soft-toned Oboe^ but does not include 
the Cornopean or the Vox Humana. 

As stated above, the Mutation Stops are the stops which sound one 
or more notes other than the note played or one of its octaves. Such 
stops are also called " Mixtures." The Pedal Quint 10% ft sounds a 
fifth above the Ped. Bourdon 16 ft. The Manual Quint 6% ft. sounds a 
fifth above the manual pitch of an 8 ft stop. The Twelfth 2% ft, often 
called "Octave Quint," sounds a twelfth above an 8 ft. stop. There 
are other mutation stops called " Compound Mutation Stops," or " Com- 
pound Mixtures," which have two or more pipes for each key. The Sw. 
Dolce Comet III ranks has three pipes for each key (indicated by 
"ni ranks"), usually sounding the 12th, 16th, and 19th above the 
note played; e.g., if we draw the Sw. Dolce Comet III rks., and hold 

down on the Sw. the key corresponding to this note P'g | the follow- 
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ing tones are produced: — [Lm i\ The Gt. Mixture IV rks. has four 



pipes for each key; and if we hold down the same key on the Gt., with 

this stop drawn, the following tones will he produced: — ILL g l] 

The various methods of allotting: the intervals in the different ranks of 
these stops, and '^ breaking back," as the upper octaves are reached, 
need not be e3q)lained here; these features more properly belonging to 
the study of organ construction. The object of the mutation stops is 
to add fullness and brilliancy to the louder combinations and to the Full 
Organ, by adding overtones or harmonics which are not sufficiently 
prominent in the separate stops. The mutation stops also serve to 
counterbalance the effect of the loud reeds in the Full Organ. An organ 
which contains loud reeds and no mutation stops generally produces an 
effect with the Full Organ akin to a brass band. Obviously, there must 
be a proper balance between the Diapasons, reeds, and mutation stops, 
to build up a satisfactory volume of tone with the Full Organ. 

The most important classification of organ stops refers to the qwaXity 
of tone which is produced by the individual stops. Although we con- 
sider only the tone of the various stops in this classification, it will 
materially assist the young organist, if a brief explanation is given of 
the various influences which cause the different qualities of tone. It 
would require too much space to enlarge upon the minute details in the 
construction of the pii>es which produce the various qualities of tone. 
Suffice it to say that, in general, the shape of the pipe, the scale (ratio 
of the diameter to the length), the size and shape of the mouth of the 
pipe, the quantity of wind admitted to the pipe, the pressure of the 
wind, and the character of the ** nicking " (fine nidcs or grooves between 
the languid and the lower lip of the pipe), are some of the details of 
construction which influence the quality of tone. The material, — wood 
or metal, — and the varieties of the latter, also influence the quality of 
tone to a certain extent. The pipes of such stops as the Bourdon, 
Credeckt (St. Diapason), Melodia, and most of the Flutes, are made of 
wood. The pipes of the other stops, except the 16 and 32 ft. stops, are 
generally made of metal; for example, the Op. Diapason, Gamba, Dul- 
ciana, all the string-tone and most of the reed-tone stops. The large 
pipes of the 16 and 32 ft. stops frequently are made of wood. The dif- 
ference of material has some influence on the quality of tone of the 
pipes, but the choice of material of many of the stops is regulated 
largely by economy and convenience. The pipes of most of the stops 
are open at the upper end and are called " open pipes." The pipes of- a 
few stops are closed at the upper end, either by means of a cap over 
the end of the pipe or by a plug forced into the end of the pipe, and are 
called ^ stopped pipes." The tone of the ** stopped pipes " is somewhat 
hollow and sounds an octave lower than the tone of an open pipe of the 
same length. Examples: — Bourdon, Credeckt, Rohr Floete and Doppel 
Floete. The acoustical effect of stopped pipes is explained more fully 
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in Chapter III. The pipes of eome ef the stops are ^ harmonic **; e. ff., 
the Flauto Traverso and Harmonic Flute. The pipes of these stops 
produce a tone an octave higher than they would produce without 
the conditions which cause them to be harmonic. The causes of 
the harmonic tones are various. Some pipes are overblown, causinc: 
them to sound the octave. Some pipes are of double lens^, with 
a small hole in the side of the middle of the pipe, which causes the pipe 
to soand the octave. The pipes of the Quintadena are stopped and over-* 
blown, causing the pipes to sound both the fundamental tone and, quite 
prominently, the twelfth above. 

According to the <iuality of tone^ we divide the speaking stops, ez* 
elusive of the percussion stops, into four classes; viz., Diapason-Tone, 
Flute-Tone, String-Tone, and Beed-Tone. 

The Diapason-Tone may be described as a full, rich and sonorous tone, 
which is represented by the Open Diapason. This tone-quality is 
peculiar to the organ alone. It cannot be imitated or even approximated 
in the orchestra. In organ stops, there are several modifications of this 
tone-quality, but they all belong distinctly to the Diapason dass. Be- 
sides the various stops which contain the word Diapason in their names, 
as. Open Diapason, Bell Diapason, Geigen Diapason (or Geigen Prin- 
cipal), Violin (or String) Diapason, we have the Octave (also called 
Principal), Twelfth, Fifteenth, ^oline, and Dulciana. The last named 
stop, as invented by Snetzler, might well be called ** Echo Diapason,'' as 
its tone is very soft and yet is of the Diapason-quality. Although the 
tone of the Dulciana, being soft and quiet, is naturally not sonorous like 
the Open Diapason, it is of the same tone-color and sounds like the tone 
of an Open Diapason when heard at a great distance. In many organs, 
the stop which is labeled ** Dulciana," is really a soft Viola, or a soft 
Salicional, having a distinct string-tone quality. The string-tone qual- 
ity undoubtedly gives more character to the stop, but the peculiar, mel- 
low and quiet tone-quality of a real Dulciana ia more valuable for soft 
accompaniments to the soft solo combinations. In most organs, the 
Twelfth and Fifteenth have a somewhat soft Diapason-tone quality, 
but in small organs these stops are frequently voiced with a Flute^ne 
quality, as they would sound harsh and strident in such organs if 
voiced with the usual Diapason-tone quality. Much confusion arises in 
the mind of the young organist from the stop named " Stopped Diapason." 
Quite naturally, he supposes that this stop is one of the Diapason-tone 
stops. This supposition, however, is incorrect, as the stop is a Flute-tone 
stop. The word ''diapason" has various usages, among which is its 
reference to the ''normal pitch" or "the standard pitch" as "the 
diapason." From this usage, the term " Op^i Diapason " may be said 
to signify the normal, or standard, open pipe, and the term " Stopped 
Diapason " to signify the normal stopped pipe. The confusion, to which 
reference is made above, is avoided by adopting the Grerman name of 
this stop, Credeckt (formerly Credackt), which in this country is steadily 
superseding the name Stopped Diapason. In French organs, this stop 
is named " Bourdon 8 ft.," but in this country we have so long associ- 
ated the name Bourdon with the 16 ft. stop of that name, that it would 
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only substitute one confusion for another were we to adopt the French 
name of the stop. Whether the stop is named Stopped Diapason, 
Gedeckt, or Bourdon, it is classed among the Flute-tone stops. 

The Flute-Tone stops are both numerous and varied. The tone- 
quality may be described as bright and cloying, with few overtones. 
The tone of some of these stops, e. g., the original Flauto Traverse, the 
Concert Flute and Hohl Floete (frequently called " Hohl Flute '*^), is 
somewhat suggestive of the tone of the orchestral Flute, but most of 
the Flute-Tone stops of the organ have an individual tone-quality of 
their own, which cannot be imitated by any orchestral instrument. 
Obviously, all the stops whose name contains the word ** Flute " belong 
to this class of stops. Other stops of the same class are the Gedeckt 
(Stopped Diapason), Bourdon, Clarabella, Melodia, Bifra, Night Horn, 
Philomela, and the various Tibias. 

A variety of Flute-tone stops whose pipes are ''stopped," such as 
the Gedeckt, Rohr Floete, Doppel Floete, and Bourdon, is classed by 
some theorists as a fifth quality of tone, under the name of ** Gredeckt- 
Tone." As these stops are only modifications of the Flute-Tone stops, 
and as other modifications of the various tone-qualities are just as pro- 
nounced, it does not seem necessary or advisable to increase the number 
of tone-classifications by adding " Gedeckt-Tone." 

The Flute-Tone stops are more numerous in many organs than the 
stops of the other tone-qualities, principally on account of the many 
varieties of this quality of tone which are possible. However, the com- 
bined Flute-Tone stops of an organ should always be less prominent in 
volume than the combined Diapason-Tone stops. 

The String-Tone stops have a thin, keen, and somewhat pungent 
quality of tone, slightly resembling, in a few cases, the tone of the 
stringed instruments of the orchestra. While the resemblance is very 
slight, and no player of a stringed instrument would deign to recognize 
the resemblance, the influence of these stops in organ combinations is not 
unlike the influence of the stringed instruments of the orchestra. The 
pipes of the string-tone stops, except those of the 16 ft. pitch, are very 
slender scale, metal pipes, with mouths cut low. The principal string- 
tone stops are, the Gamba (Viola da Gamba) , Salicional, Viol d'Orchestre, 
Voix Celeste, Violone, Cello, Violin or Violina, Fugara, Gambette, and 
Salicet. The tone of the stop named Violin (or Violina) , which is usually 
of 4 ft. pitch, does not have the slightest resemblance to the tone of the 
instrument of that name. As a single stop it is of little value, but in com- 
binations it is of inestimable value. The tone of the Voix Celeste, if the 
stop consists of two ranks of keen string-tone pii>es, more nearly ap- 
proaches the tone of a stringed instrument than does the tone of any 
other string-tone stop. However, we frequently find, especially in small 
organs, a stop called ''Voix Celeste," which has two ranks of ^oline 
pipes. Such stops, which undoubtedly have a beautiful quality of tone 
and are useful in soft passages, are devoid of the vitality which is char- 
acteristic of the genuine Voix Celeste. 

The Reed-Tone stops are those stops whose tone is initially produced 
by the vibrations of the tongue of a reed; a pipe serving to modify the 
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tone and to assist in tuning. Examples: — Oboe, Trumpet, Cornopean, 
Clarinet, Fagotto, Tuba, Trombone, Ophicleide, Clarion, Vox Humana, 
and Physharmonica. In some organs a reed-tone stop of considerable 
power, called " Horn " is located in the Swell organ, in place of a Cor- 
nopean. The word ** Horn," however, does not necessarily indicate that 
the stop is a reed-tone stop, as the Night Horn and French Horn are 
Flute-tone stops. The pipes of nearly all the reed-tone stops are in- 
verted, conical, metal pipes. It is impossible to give a description of 
the tone of the reed-tone stops collectively, as there are so many vari- 
eties of tone in these stops. The tone of the individual reed-tone stops 
is described specifically in Chapter IV. 

Some theorists name two distinct classes of reed-tone stops, under tlie 
heads, ^Trumpet-Tone" and "Clarinet-Tone," the latter classification 
including the Oboe and Vox Humana, as well as the Clarinet. This 
sub-division of the reed-tone stops, like the sub-division of the Flute- 
tone stops previously mentioned, seems of questionable value, in the 
study of the classifications of organ stops, and tends to befog ihe mind 
of the young organist on the subject The difference in tone-quality of 
many of the other reed-tone stops might as well be taken as a basis for 
further sub-divisions, and we would have nearly as many different 
classes as we have reed-tone stops. The classification, ''Reed-Tone 
Stops " is at once comprehensive, including all the stops whose tone is 
initially produced by the vibrations of the tongrue of a reed. While 
there is a great variety of reed-tone stops, it seems futile to attempt to 
classify the varieties, as the stops which are included in the sub- 
divisions differ nearly as much as those of one sub-division differ from 
those of another sub-division. 

AU the speaking stops, as well as the couplers, are further classified 
according to their pitch, which is indicated by 32, 16, 8, 4, 2 ft, etc. 
The term ** 8 feet " or an ** eight-foot stop " has a two-fold significance. 
Fundamentally, the term signifies that the pipe of the lowest note (C) 
of any 8 ft ''open" stop is eight feet long. A variation of a few 
inches, one way or the other, is frequently necessary, according to the 
scale of the stop, but this fact has no influence on tiie use of the term 
" 8 feet" The lowest pipe of a 16 ft Open Diapason is approximately 
sixteen feet long, and the lowest pipe of the Octave 4 ft is approximately 
four feet long. The other terms (32 and 2 ft.) have a similar signifi- 
cance. The more important, and at the same time an arbitrary sig- 
nificance of " 8 ft" refers to the piteh of the stop. Every stop which is 
labeled " 8 ft" or " 8 " has the same pitch as the piano. Every stop 
which is labeled "16 ft" or "16" sounds an octave lower than the 
piano, and every stop which is labded " 4 ft" or " 4 " sounds an octave 
higher than the piano. Likewise, a 32 ft stop sounds two octaves lower 
than the piano, and a 2 ft stop sounds two octaves higher than the 
piano. 

The stops Gedeckt (St Diapason), Rohr Floete, and Doppel Floete, 
are generally 8 ft stops. They sound the same pitch as the piano, but 
as the pipes are " stopped," they are only half as long as the corre- 
sponding pipes of an " open " stop. Hence, the lowest pipe of these stops 
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is only four feet long, notwithstanding the term '' 8 ft./' which arbi- 
trarily refers to the pitch of the stop. 

The pipes of some of the ** harmonic " stops, as the Flauto Traverse, 
are of double length, with a hole in the middle of one side of the pipe, 
which causes the pipe to sound the (harmonic) octave. A Flauto Tra^ 
verso 4 ft., while sounding the octave above the unison pitch (8 ft), 
theoretically should have its lowest pipe eight feet long, instead of four 
feet; but the pipes of harmonic stops are rarely made harmonic tn the 
lowest octave, as the tone of such pipes is not satisfactory; therefore, 
the lowest pipe is four feet long. Incidentally, I would state that not all 
harmonic stops have pipes of double length, the harmonic tones being 
produced in some stops principally by ^ overblowing." 

In the mutation stops, we find 10%, 5%, 2% ft, etc, as previously 
explained. The pitch of the Compound Mutation stops, such as the 
Dolce Comet, III Rks., Mixture, IV Bks., etc., cannot be designated, as 
the different ranks of each stop obviously are not of the same pitch. 

The young organist should not be misled by such names as Quintaton 
or Quintadena. These stops are not mutation stops, which might be 
supposed from their names. The former is generally a 16 ft. stop and 
the latter is always an 8 ft. stop. The pipes of each stop are so made 
and voiced that the twelfth (second overtone) is quite prominently 
developed, though the fundamental tone is 16 ft. or 8 ft. pitch. 

The Unison Couplers, between two manuals, or between a manual and 
the pedal, are ^' 8 ft Couplers," though the " 8 ft." is generally omitted 
on the stop-knobs. The " 16 ft Couplers," which are also called " Suti- 
Couplers " or ** Sub-Octave Couplers," couple the octave below between 
two manuals or on the same manual. The '' 4 ft Couplers," which are 
also called " Super-Couplers " or '^ Super-Octave Couplers," couple the 
octave above, between a manual and the pedal, on the same manual, or 
on the pedal itself. 

A few stops have a peculiar tone-quality, which makes it difficult, if 
not impossible, to classify them. Among tiiese is the Gemshom, which 
has a soft and somewhat reedy tone-quality, though it is a flue stop. 
The tone of this stop may be called a hybrid — a cross between Dia- 
pason tone and string tone. The Quintadena is another stop with a 
hybrid quality of tone — a cross between the Flute tone and the string 
tone. Another stop .which cannot be classified is the Diaphone, as in* 
vented by the late Mr. Robt. Hope-Jones. This stop has a very power* 
f ul tone, produced by the vibrations of a vibrator, somewhat simUar to 
a Tremolo, which is located within a chamber at the base of a pipe. 
This stop is neither a flue stop nor a reed stop. Several forms of this 
stop, with varying tone-qualities, have been experimented with, but, as 
yet, they have not become popular. In England, one occasionally meets 
with a stop called ^' Como Flute" — a soft-toned reed stop — and a 
^ Clarinet Flute " — a Flute-tone stop with a somewhat reedy quality 
of tone. 

There are a number of stops whose names are fanciful; consequently, 
any attempt to classify them is confusing to the young organist; e. g., 
the ** Salicional Oboe," which is sometimes substituted for the real Oboe 
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in small organs. The pipes of tiiis stop are not reed pipes^ and tlie tone 
has practically no characteristic Oboe quality. The tone is a very strong 
and keen string tone, and is produced by very slender pipes, sometinies 
of metal and occasionally of wood. Other stops with fanciful names 
are the '' Phoneoma," '' Erzahler/' and '' Nitsua." 

Some stops are called ** Solo Stops,** as they are especially suitable for 
solo purposes. In modem organs nearly all the stops, except the mutSF 
tion stops, can be used in one way or another for solo purposes: henoe^ 
a special classification is needless* 



CHAPTER III 

A PEW FUNDAMENTAL PRINCIPLES OP THE ACOUSTICS OP 

ORGAN PIPES AND THEIR INFLUENCE ON THE TONE 

OP VARIOUS STOPS AND COMBINATIONS 

In combining organ stops, certain fundamental principles of the 
acoustics of organ pipes exert much influence on the resultant tone of 
the combination. In order to more clearly explain the fundamental 
reasons for certain resultant tone-qualities, in various combinations of 
stops, it is necessary to carefully consider these underlying acoustical 
principles. 

It is well known that all musical tones are composed of a fundamental 
tone and a series of overtones (also called '^harmonics" or ''upper 
partials")* It is also well known that the completeness or incomplete- 
ness of the series of overtones, and the prominence or weakness of cer- 
tain individual overtones, are the scientific influences which cause the 
difference in tone-quality between two musical sounds of the same 
pitch. The presence or absence of certain individual overtones, and the 
prominence or weakness of certain other overtones, are the acoustical 
factors which produce the difference in tone-quality between two instru- 
ments or between two organ stops. 

The series of overtones is as follows : — 



SERIES OF OVEBTOKES OB HABMONIOa 
Ntunberof 
Overtones Intervals 



ioth m 




Flat 2l8t or Flat S 

IQth or Larigot 

17th or Tieroo 

16th 

12th 

Octaive 



Fondamoiifal 



Higher overtones are present in some musical tones but for our pur- 
pose it is not necessary to consider those above the 6th overtone. 

When the air is caused to vibrate with 436 vibrations per second, a 
musical tone corresponding to A' (International Pitch) is produced. If 
there are no overtones or sub-vibrations, a hollow, colorless and char- 
acterless tone is the result. When this note is sounded on the violin, 
oboe, piano, or on a Diapason stop in the organ, the number of vibra- 
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tions per second is exactly the same in each case, bat the character of the 
overtones is entirely different with the tone of these different instm* 
ments. The' acoustical difference in the tone-quality of all the stops of 
the org^an is only this difference in the overtones. 

A practical and visible demonstration of the presence of these over* 
tones is both interesting: and instructive. If the fundamental note (C), 
of the above series of overtones, is sounded on the piano, without lifting 
the dampers (by means of the damper pedal), the overtones which make 
up the ton&Kiuality of the piano tone are pres^it, though not separately 
distinguishable by the average ear. If these overtones (without the 
fundamental tone) are produced, each with its proper relative power, 
we have the fundamental tone (C) as a resultant. (This point I will 
prove and illustrate further on.) This acoustical principle is made use 
of by organ builders, in making up a '' 32 ft. Resultant Bass " in the 
Ped. organ without using any pipes of 32 ft length, which is fully ex- 
plained on page 89. If the same note (C) is sounded on the piano, with 
nil the dampers lifted from the strings (by means of the damper pedal), 
the strings of each note which corresponds to the notes of the overtones 
will vibrate sympathetically, corroborating the overtones and adding 
volume to the resultant tone. This is the function of the damper pedal. 
If the key of this fundamental note (C) is forcibly struck a dozen times 
in quick succession (with the damper pedal held down), the strings of 
all the notes which correspond to the notes of the harmonic series will 
vibrate vigorously in sympathy. If the strings of the fundamental note 
(C) are then silenced by pressing the finger on them, the fundamental 
tone (C) will continue to be audible, though somewhat softer; con- 
clusively showing that the vibrations of all the overtones combined 
produce the fundamental tone, even if the strings of that fundamental 
note are at rest. 

To visibly illustrate these points, cut out a piece of soft tissue paper, 
about three-quarters of an inch long and an eighth of an inch wide. 

Fold it to the following shape y \ . Place this piece of 

paper on top of the strings (of a grand piano) of the note c, which cor- 
responds to the first overtone of the harmonic series under consideration. 
Hold down the damper pedal in order to lift the dampers from all the 
strings. €rently strike the key (C) which corresponds to the funda^ 
mental note of the series. It will be observed that the piece of tissue 
pai>er dances on the strings, although the note (c) has not been sounded 
by its own hammer. This shows that the strings are vibrated sympa- 
thetically. If the fundamental note is sounded loud enough, the piece of 
paper will dance off the strings entirely. After all the strings have 
been silenced, by releasing the damper pedal, replace the piece of paper 
on the same strings and hold down the damper pedal as before. Strike 
the key D or BB, either side of the fundamental note (C). The piece 
of paper will not move at all, as the strings under it are not affected, 
this note (c) not being in the harmonic series of the notes sounded 
(D or BB). The above experiment can be tried with each note of the 
harmonic series, up to the 6th overtone (c, g, c*, e', g*, b-flat'), always 
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the same fundamental note. With each of these overtoneSy 
the paper will dance less vigorously than with the next lower overtone, 
and after the sixth overtone the paper will not move noticeably. The 
experiment can be carried still farther, by placing pieces of tissue 
paper on the strings of all the six overtones at the same time, and ob- 
serving the relative vigor of the dancing pieces of paper, as the funda- 
mental note is sounded vigorously. 

To render the acoustical effect of overtones of varjing power more 
comprehensible to the eye than is possible by lengthy verbal descriptions, 
wdl known mathematicians, physicists, and such acousticians as Rameau, 
Helmholts, Tyndal, Ball, and Radau were in the habit of applying 
geometrical curves to graphically illustrate the difference in the sound- 
waves caused by the various overtones. For the purpose of comparison, 
these curves are of much value, in illustrating the effect of the first 
three or four overtones on the fundamental tone. It is impractical to 
carry the illustration beyond these first overtones. There are several 
systems of applying these geometrical curves, the simplest being founded 
on the vibrations of a tuning fork, which have been recorded on a piece 
of paper or on a plate of glass that has been coated with lamp black. 

Pig. 1 




The tuning fork is provided with a drawing point (b), fastened at 
right angles on one prong of the tuning fork in such a manner that it 
will mark on a piece of paper, or on a plate of glass which has been 
coated with lamp black, if the fork is gently drawn across the paper or 
the glass. 

If the tuning fork is quiescent, when it is drawn across the paper or 
glass, it will mark a straight line, corresponding to the dotted line 
between c and d, in the accompanying illustration (Fig. 1). If, however, 
the tuning fork has been agitated sufficiently jto produce a tone, just be- 
fore being drawn across the paper, the vibrations of the tuning fork 
will cause the marking point to follow the undulating line, as shown 
in the illustration. The width of the undulations indicates the power 
of the vibrations and, consequently, the power of the musical tone. 

Fig. 2 



undulating line (Fig. 2) shows the simple vibrations of the fun- 
damental tone of the tuning fork; and, as there are practically no over- 
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tonei in the tone of a toning fork, the undulating line is taken as a 
basis for the following illustrations. 

If a small section of this midnlating line, repres^iting two vibrationsy 
to and fro, is enlarged about ten diameters, the result will be the eurve 
indicated in Fig. 8, representing two vibrations (enlarged) of the fun- 
damental tone of the tuning fork. 




The line M-Q (also Q-S) represents the period of time occupied by 
one vibration, and may serve to represent the pitch. If this line were 
longer it would indicate a lower pitch; or if the line were shorter it 
would indicate a higher pitch. The line O-P represents half the ampli- 
tude of the vibration, and O'-F, the other half. The greater the ampli- 
tude, the louder the tone. (^The power of a musical tone varies in 
proportion to the square of the amplitude.'^ Therefore, 2 O-P rep- 
resents the power of the tone. 

Starting from this basis, I have indicated in Fig. 4 the vibration of a 
mild first overtone (the octave). 




The lines M-Q and Q-S, as in the previous figure, represent the period 
of time of one fundamental vibration. M-N and N-Q represent the two 
vibrations of the first overtone (octave) which occur in the period of 
time of the single vibration of the fundamental tone. The lines U-V 
and W-X represent the halves of the amplitude. By comparison with 
the lines O-P and O'-P', the lines U-V and W-X show that the power of 
this overtone is only about one-sixteenth of the power of the funda- 
mental tone. 




In Fig. 6, I have indicated the vibrations of a strong first overtone. 
The only difference between the curves of this figure and those of the 



26 



ORGAN REGISTRATION 



preceding figure is that the lines U-V and W-X, which represent the 
halves of the amplitude, as in the other figures, are twice as long as the 
corresponding lines in Fig. 4, thus showing that the power of this oiver- 
tone is four times greater than the power of the overtone shown in 
Fig. 4. 




In Fig. 6, I have indicated the vibrations of a mild second overtone 
(the twelfth). As in all these figures, the line M-Q represents the period 
of time of tiie one fundamental vibration. The curves M-E, E-L, and 
L-Q represent the three vibrations of the second overtone, which occur 
in the period of time of the single vibration of the fundamental tone. 




In Fig. 7, I have indicated the vibrations of a stronger second over- 
tone. The reference letters are the same as in the previous figures and 
indicate the same points. 

To apply these principles to organ pipes, let us first consider an open 
Flute pipe, like the Hohl Floete. The tone of such a pipe is made up of 
the fundamental tone and a few mild overtones, including the first over- 
tone (octave). The tone of the orchestral Flute contains, besides the 
fundamental tone, its sharpened octave (first overtone) and sometimes 
the twelfth (second overtone). The intonation of these two overtones 
is well defined, but the other overtones are very indistinct, if present at 
all. The sharpened first overtone is sometimes quite disagreeable to 
sensitive ears, and there is a very old saying that ** the worst thing in 
the world after a Flute solo is a duet for two Flutes." In most of the 
Flute stops of the organ this disagreeable element is absent and these 
stops are of much value as solo stops, as well as in combinations. 

If we consider the curve in Fig. 3 as representing the vibrations of the 
fundamental tone, and the curve in Fig. 4 as representing the vibrations 
of a mild first overtone (octave), by combining these two curves we 
produce a combination curve which may be said to represent the combina- 
tion of the fundamental tone and the first overtone. Such a curve may 
be used to represent the vibrations of the tone of an open Flute like the 
Hohl Floete. (Fig. 8.) 

The dotted line, which is similar to the curve in Fig. 3, represents the 
vibration of the fundamental tone. The solid line is the combinational 
curve. This combinational curve is obtained geometrically as follows: -»- 
The line U-V represents the half of the amplitude of the vibrations of 
the first overtone, which exerts its influence at this point (half way 
between M and O) and forces out the curve. The line W-X represents 
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the other half of the amplitude of the vibrations of the first overtone 
and exerts its influence at this point lyy drawing in the eurve. 

In musical tone the fundamental sound and the overtones intermix. 
Likewise, these curves can be geometrically combined, and, to a certain 
extent, may be used to represent, to the eye, the compound vibrations of 
the fundamental tone and a few overtones. The combined curve is prin- 
cipally determined by the curve of the fundamental sound, but the curves 
of the overtones cause its contour to shrink and swell at certain points, 
by their influence. Curves of this species can be used to characterize 
tiie timbre and quality of the tone of organ stops. They change form 
according to the relative intensity of the overtones, but the number of 
the great arcs (M-Q) or periods is always the same, and, for this reason, 
the pitch of the mixed sound is that id the fundamental sound. Such 
curves, obviously, are not accurate. They are only approximate, but 
they are sufficient to enable the organist to get a visible idea of the in- 
fluence of the overtones in the vibrations produced by organ pipes. 
Furthermore, from these curves the organist can get a general idea 
of the acoustics of various organ stops, as well as the influence which 
certain stops exert in stop combinations. 

The tone of a medium-scaled Open Diapason pipe is fuller and richer 
than that of an open Flute. It has more and stronger overtones, the 
first overtone being more prominent. In Fig. 9, I have indicated the 
curve which is produced by combining the curve of the fundamental 
tone (Fig. 3) with the curve of a strong first overtone (Fig. 6). 




28 



ORGAN REGISTRATION 



This curve, more or less inflnenoed by other overtones^ we can con- 
sider as the curve of a medium-scaled Open Piapason. 

In Fig. 10, 1 have indicated an exact comparison of the curves of the 
fundamental tone of a tuning fork (fine dotted line), the Hohl Floete 
(solid line), and the medium-scaled Open Diapason (broken line). 




^«< 



To show the influ«[ice of the higher overtones in these curves, it would 
be necessary to still further enlarge the curve of the fundamental tone, 
twenty or more diameters. This is, of course, impractical, and withal 
unnecessary, in a work of this character. It seems to me that the organ- 
ist can get a very good idea of the influence of the overtones from these 
illustrations of the first and second overtones. 

The string-tone stops, like the Salicional, Gamba, and Viol d'Orchestre, 
are much richer in overtones than either the Flutes or the Diapasons. 
In Fig. 11, 1 have indicated a combination curve of the fundamental tone 
and somewhat strong first and second overtones. 



Ti^M 




The resultant curve shows the influence of additional overtones and 
may be used to represent the vibrations of the -tone of a Salicional pipe. 

In Fig. 12, I have indicated the resultant curve of the combination of 
the fundamental tone with very strong first and second overtones, to 
indicate the curve of the Viol d'Orchestre. This stop is rich in the 
higher overtones but they cannot be considered in these illustrations. 

As all stopped pipes, like the (Sedeckt (Stopped Diapason), contain 
only the even-numbered (2, 4, 6, etc.) overtones, the vibration curve of 
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this stop is produced by combiiiing the curve of fhe fundameiital tone 
and the curve of tlie aeeond overtone. 'In Fig. I89 tlie curve which is tlie 




result of such a combination is indicated. As in all the illustrations, 
the dotted line indicates the curve of the fundamental vibration of the 
tuning fork. In this resultant curve, the absence of the influence of the 
flrst overtone is pronounced. 




The tone-color of the Gedeckt is considerably varied in different or- 
gans. If the pipes have been voiced so that the twelfth (second over- 
tone) is prominent, the tone of the stop is full and liquid. On the other 
hand, if the twelfth has been suppressed the tone is bright and crisp. 

The stop known as Quintaton (or Quintaten) is a (Sedeckt with the 
twelfth very prominent. In^Fig. 14, the curve of such a pipe is shown. 
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The Quintadena is a species of a Quintatcm, thoafirh the tone is of a 
hybrid quality, between Flute-tone and Diapason-tone. The pipes are 
made of metal, large-scale, stopped and overblown, so that the twelfth 
(octave quint) is very prominent and distinctly audible. This is easily 
proved by placing a pencil over the mouth of a small Quintadena pipe, 
80 as to shut off about a third of the wind-way, when the octave quint 
alone will be audible, the fundamental tone being silenced by the process. 
In Fig. 15, 1 have indicated the curve of a Quintadena, showing the effect 
of the prominent second and fourth overtones (twelfth and seventeenth). 
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The Gemshom, a slender-scaled, tapering, metal pipe, has a delicate 
tone (a cross between string-tone and Flute-tone), in which the fourth, 
fifth, and sixth overtones (17th, 19th, and flat 21st) are quite prominent. 

The Rohr Floete (Chimney Flute) of the original type has a half- 
stopped pipe, the stopper having a hole through it with a small tube 
(chimney) over this hole. The pipe, being practically a stopped pipe, 
sounds the octave below its speaking leng^, and is devoid of the odd- 
numbered overtones. As the pipe is only partially stopped, a series of 
** inharmonic overtones," i. e., overtones which do not belong to the reg- 
ular series, is produced. These ^'inharmonic overtones'* give to the 
stop its peculiar tone character, and at times prevent its combining well 
with a few other stops. The modem Rohr Floete is rarely made with the 
projecting tubes. It is more frequently made like a Grodeckt, with a hole 
through the handle of the stopper, and is frequently substituted for the 
Gedeckt 

To give the young organist a further idea of the influence of over- 
tones in stop combinations, I call attention to Fig. 16, which, to a cer- 
tain limited extent, illustrates, by means of notes, the difference in the 
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tone-color of one pipe of seven different stops (four eight-foot stops and 
Hixee four-foot stops). In this figure, the whole notes represent the 
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fundamental tone of each pipe. The overtones are represented by the 
black notes, the larger notes indicating the more powerful overtones. 
The numerals indicate the number of each overtone. 

At A, the tone of a pipe of a Gedeckt (Stopped Diapason) is indi- 
cated. As the pipe is a stopped pipe, only the even-numbered overtones 
are present. The twelfth (second overtone) is quite prominent and the 
fourth and sixth overtones are very soft, oftentimes entirely absent. 
This stop blends well with almost every stop. In combination with other 
8 ft. stops, it thickens the resultant tone, without materially increasing 
any of the overtones except the twelfth (second overtone). When it is 
combined with a 4 ft. stop of softer intonation, the 4 ft. stop supplies the 
missing links in the harmonic series (as will be shown further on) with 
a somewhat different tone-color, and oftentimes a charming combination 
is the result. 

At B, the tone of a Melodia pipe is indicated. As the pipe is an open 
pipe, all the notes of the harmonic series are possible, but generally 
only a few overtones above the first (octave) are prominent enough to 
exert any influence. The octave is quite prominent. 

At C, the tone of a Salicional pipe is indicated. Such slender-scaled 
pipes produce many overtones, as indicated, though the individual stops 
vary a great deal according to the taste of the voicer. 

At D, the tone of an Oboe pipe is indicated. The tone of the reed 
stops, except the Clarinet, is rich in overtones. Nearly all the overtones 
are present and many of the upper overtones are prominent. The tone 
of the Clarinet, if it is at all imitative of the orchestral instrument, 
generally possesses only the even-numbered overtones. 

At E, we see the similarity of the tone of a Flute d'Amour to the tone 
of a Credeckt (A). The pipes of this stop are generally like those of a 
Gedeckt, except that they are a trifle smaller in scale, and are an octave 
higher. 

At F, the tone of a Flauto Traverse 4 ft. is indicated. The pipes of 
this stop are harmonic and sound the first overtone (octave) instead of 
the fundamental tone; tiierefore in the illustration, it is necessary to 
mark the first overtone ** F," as it is the fundamental sound of the pipe. 
Consequently, the overtones begin with No. 2. The overtones of this stop 
vary in the different makes of the stop, several of them being practically 
absent in some makes. The marked difference between the Flute 
d'Amour 4 ft and the Flauto Traverse 4 ft. should be carefully noticed. 

At G, the tone of a Violina 4 ft is indicated. The string-tone stops 
have prominent overtones, but with this little stop it is better to have 
the higher overtones suppressed, as the stop is more useful if it has a 
tone which is not assertive. 

In Fig. 17, four varieties of a combination of 8 and 4 ft Flute-tone 
are indicated, for comparison. The numerals at the left indicate the 
number of the overtones of the stop of lower pitch. Those at the right 
indicate the number of the overtones of the stop of higher pitch. (Note: 
In Figures 17, 18, and 19, all the tones indicated in each measure are 
presumed to sound simultaneously.) 

At H, a Gedeckt with 4 ft Coupler is indicated. The delicacy of this 
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combinatioii is apparent from the few oyertones, the two funda- 
mentals (F) and two twelfths (2) being the principal part of the com- 
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bination. No note of the harmonic series is doubled. A Bourdon 16 ft 
and a Gedeckt 8 ft, played an octave higher, produces nearly the same 
result, though a Bourdon is generally, and always should be, softer than 
a Gedeckt A Gedeckt and a Flute d'Amour 4 ft produce nearly the 
same effect, but these two stops are rarely found on the same manual. 

At I, the combination of a Gedeckt and a Flauto Traverse 4 ft. is in- 
dicated. The difference between H and I is very pronounced. If the 
Flauto Traverse happens to be of about the same power as the Gedeckt, 
the combination is quite imsatisf actory. If the Flauto Traverse is softer 
than the Gedeckt, the upper partials (overtones) of this stop are not 
so objectionable in the combination. It will be observed that the over- 
tones of the Gedeckt are doubled, and the missing overtones are supplied 
by those of the Flauto Traverse. Another difference in these two com- 
binations is the fact that the Flauto Traverse is a harmonic stop and 
the overtones are an octave lower than those of the Gedeckt pipe of the 
same pitch. 

At J, the combination of a Melodia and a Flute d'Amour 4 ft. indicates 
the deHcate effect which the Flute d'Amour adds to the Melodia. This 
combination is extremely useful in the Gh. for accompanimental pur- 
poses. A comparison of this combination wiHi that at H shows the 
doubling ef two notes of the harmonic series, and the presence of all the 
notes of the series in the lower octaves. 

The combination of a Melodia and a Flauto Traverse 4 ft at K, 
shows how much more assertive a Flauto Traverse is than a Flute 
d'Amour. In the combination of a Melodia and a Flauto Traverse 4 ft 
all the overtones are strengtihened at the exp^ise of the fundamental 
tone. 

In Fig. 18 a comparison is indicated, between the combination of an 
Oboe with a Gedeckt and the combination of an Oboe with a Flauto 
Traverse 4 ft 

At L, the combination of an Oboe with a Gedeckt is indicated. The 
Gedeckt strengthens the fundamental tone of the Oboe without adding 
a corresponding amount of overtone power, and tends to overshadow a 
little of the distinctive quality of s the Oboe, as this quality is due largely 
to the pronounced overtones. In old organs the Oboe is generally coarse 
and uncertain in Intonation. With such Oboes, the addition of a Gedeckt 
is necessary to cover up the deficiencies of the Oboe. 
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At H, the eombinatioii of an Oboe with a Flanto Traverse 4 ft is in- 
dicated. A Flauto Traverso 4 ft. produces an entirely different effect, 
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when combined with an Oboe, from the effect produced by the combina- 
tion of a Gedeckt with an Oboe. If the Flanto Traverse is somewhat 
softer than the Oboe, it adds much to the distinctive character of the 
Oboe. It will be observed that the first overtone is much strengthened 
by the fundamental of the Flute, and several other overtones are more 
or less strengthened. All this happens without ** fattening " the funda- 
mental tone of the combination. This preserves the principal char- 
acteristic of the Oboe. 

At Q (Fig. 19), the combination of a Gedeckt 8 ft with a Violina 4 ft 
is indicated. This combination gives all the overtones up to the sixth. 
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with an octave doubling of the upper four of these six overtones. There 
being no unison doubling of any overtone, the combination is delicate 
and very useful for soft effects. With many modem organ builders, y 
the Violina is underrated, and the stop is omitted in quite a number of 
modem organs. The only explanation given is: '^The stop is useless 
and the Salicional with a 4 ft Coupler answers just as well." To show 
how entirely differ^it is the combination of the Gedeckt and Salicional 
with a 4 ft Coupler, which is the suggested substitute for a Gedeckt 
and Violina 4 ft, I have indicated at N the overtones of the Gedeckt 
with a 4 ft Coupler; at O, the overtones of a Salicional with a 4 ft. 
Coupler; and at P, the combination of the two stops with a 4 ft Coupler. 
A comparison of Q and P cannot fail to convince any one that the two 
combinations are decidedly unlike. A Gedeckt and Violina 4 ft is a deli- 
cate and flexible combination. The other combination is strong, full, and 
somewbat rich, but is devoid of any delicacy, and in passages where a 
Gedeckt and a Violina are desired, the other combination is unsatis- 
factory. In a few organs a Bourdon 16 ft and a Salicional 8 ft, playing 
an octave higher, is a possible substitute, but generally the tone of the 
Salicional is too strong and stringy for the desired effect 
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For canvenience, in all these illiistrations (to keep the notes within 
the staff as far as possible) , I have used a low note for the f undamentaL 
The best audible effect can be obtained by playing a note two octaves 
higher, and for a comparison of the combinations it is better to hold 



tiiis chord: 






I wish to repeat what I have before stated; viz., Accuracy is obviously 
impossible, in illustrations of the above character. They are intended 
only to be approximate and suggestive, and, if accepted just as they are 
intended, the young organist cannot fail to obtain from them a good idea 
of the influence of the overtones, not only in the individual stops, but also 
in combinations of stops. He will also realize that a certain amount of 
knowledge of the fundamental principles of the acoustics of organ pipes 
will aid him materially in selecting his combinations, and save him the 
trouble of ** trying " many combinations which, at the outset, he ought 
to know will not produce the desired tone-color. 

In the preceding illustrations, I have attempted to describe certain in- 
fluences of the overtones on the tone-quality of individual stops, and on 
the resultant tone of a few combinations of stops. There remains an- 
other phase of the influence of overtones on the resultant tone of com- 
binations of stops which ought to be well understood: viz., ''Inter- 
ference." 

When two musical tones are nearly of the same pitch (only a few 
vibrations per second apart), beats or pulsations are produced which in 
most cases are unpleasant to the ear. The pipes are said to be " out of 
tune with each other." Frequently, two pipes which are exactly of the 
same pitch (both having been tuned to a third pipe) produce similar 
discordant beats or pulsations, if they are located near each other and 
sounded at the same time. This acoustical effect is known as '' Inter- 
ference." The vibrations of one pipe " quarrel " with the vibrations of 
the other pipe. Organ builders call this phenomenon '' Sympathy," but 
it seems to me that the acoustical term ** Interference " better describes 
the phenomenon. 

It is possible for the tone of one pipe to " interfere " with the tone 
of another pipe in such a manner that the resultant tone is unsatisfac- 
tory. In such cases the vibrations of the fundamentals or of the over- 
tones (or both) do not synchronize. On account of the possibility of 
** interference," organ builders rarely place the pipes of two stops which 
are exactly alike in one department of an organ. They locate the pipes 
of certain stops, the tones of which are inclined to ** interfere," as far 
apart as is feasible. 

In some cases the tone of a pipe of one stop partially nullifies the tone 
of a pipe of another stop. Some acousticians claim that the tones of 
two Gedeckt pipes which are exiietly alike in scale, construction, and 
pitch, will nullify each other and leave only a blowing sound, if the 
pipes are placed near and facing each other, and sounded simultane- 
ously. 
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Interference " or ** sympathy ** is sometimes annoyingr to tlie organist 
when he is playing on a strong-toned Gamba; e. g., in playing low F and 
A in harmony an objectionable discord is occasionally heard. The organist 
at first imagines that one of the pipes is out of tone; but, on trying each 
pipe separately, it is found that each pipe is in good tune. The second 
overtone of the low F pipe is middle c*. The fourth overtone of the A 
pipe is o^^y an octave above c'. As the overtones of strong string-tone 
pipes are very pronounced, especially with the pipes of the lowest octave, 
the overtones c* and c$^ ''interfere'' and cause a noticeable discord. 
This ''interference" does not always exist, and, singularly, it is more 
noticeable in major thirds than in minor thirds, especially in the two 
lowest octaves. Occasionally this "interference" can be overcome by 
causing the pipes to face in opposite directions. 

In many English organs, the Gamba is placed in the Ch. instead of in 
the Gt This is partly due to the " interference " which sometimes exists 
between the tone of a strong-toned Gamba and the tone of the full 
Diapason. In American organs a large-scale Flute — either a Gross 
Flute or a Doppel Floete — is usually placed in the Gt., in addition to 
the Gamba and Diapasons, and serves as a " mixer " between the Gamba 
and the Diapason. The three stops combined rarely show any inter- 
ference. 

If the nature of the "interference" is such that a combination of 
stops sounds unsatisfactory throughout the entire compass, it is generally 
necessary for the organist td select a substitute combination; but if the 
" interference " is objectionable only in the lowest octave, the organist 
can resort to one of several " dodges " to avoid the disagreeable effect 
If the combined tenor and bass parts of certain phrases produce this 
disagreeable effect of " interference," one or both of these voices can be 
played on a Melodia for a few counts, giving the effect of two horns. 
It is often possible to play a few of the bass notes 8 va. on a soft Fed. 
Bourdon. If the stop is not loud, the difference in tone-color is not 
objectionable. 

A composer or conductor of orchestral music rarely gives a thought to 
many of the technical details which are found in tiieoretical works on 
orchestration; and yet he unconsciously shows the influence of a 
knowledge of those details in his routine work with or for the or- 
chestra. So it is with organ registration. The highly experienced or- 
ganist may rarely think of the technical details of registration, such as 
the acoustics of organ pipes, and yet unconsciously exhibit a thorough 
knowledge of those details by the good taste, skill, and judgment which 
he exhibits in selecting the combinations which he uses in his public 
performances of organ compositions. 



CHAPTER IV 

DESCRIPTION OP THE STOPS MOST COMMONLY^USED IN 

BEGISTRATION INDICATIONS 

A. Diapason-Tone Stops D.~ Reed Stops 

B. Flute-Tone Stops E. Pebgussion Stops 

C. String-Tone Stops F. The Tbemolo 

/ Fob the purpose of assisting the young: organist to obtain a clear un- 
derstanding of the nature of the various speaking stops, and the basic 
causes of the many tonal effects which are described later in this work, 
this chapter is devoted to a description of the stops which are most fre- 
quently mentioned in registration. 

The incongruities of stop nomenclature are numerous, but, as yet, 
no one, not even the severest purist, has been able to outline any system 
which would improve the condition. In looking over the names of the 
speaking stops of a dozen English or American organs, one finds Eng- 
lish (and American), German, French, Italian, and even ''Dog Latin" 
terms, used singly and collectively without rhyme or reason. Worse yet, 
words of two different languages are unnecessarily coupled together in 
the names of some stops. 

The origin of many stop-names is obscure and the real significance of 
many others is past finding out. While a few names are legitimate and 
their meaning is self-evident, many stops have been named by their in- 
ventors much as some parents name their children; purely from fancy, 
without a thought of the possible incongruity. However, it is not my 
purpose to quarrel with the inevitable, in this branch of the subject, 
nor to attempt to offer substitutes for such names as Voix Celeste, 
Vox Humana, Vox Angelica, Vox Aetheria, Erzahler, and other names 
which seem to have little significance relative to l^e real tone of the 
stops; but I do not see any reason for retaining such stop-names as: — 

** Doppel Flute " for Doppel Floete 

** Spitz Flute " for Spitz Floete 

« Wald Flute " for Wald Floete 

** Rohr Flute " for Rohr Floete 

'' Vox Celeste '' for Voix Celeste or Vox Celestis. 

A. DiAPAsoN-ToNE Stops 

Open Diapason or Diapason. To begin with the stops which have Dia- 
pason tone, we naturally consider first the Open Diapason, or ''Dia- 
pason," as it is now generally called. The 8 ft. Diapason is the primary 
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fonndatiQii stop of the Great organ. Different varieties of this stop 
serve as the foundation stops of the other manuals. In large organs, 
two, three, and even four Diapasons, of varjnng character, are placed 
in the Gt organ. The Diapason 8 ft, or ** First DiapaMB," as it is called 
in organs which have two or more Diapasons in the Gt, has large-scale, 
heavy, cylindrical, metal pipes; open at the upper end and copiously 
winded. As this stop is the ** back-bone " of the organ, its tone must be 
heavy, rich and sonorous. These are the recognized characteristics of 
the Diapason, and fittingly describe the tone-quality of the stop. 

Violin DiapMon. There are several varieties of the Diapason. The 
principal one is the Violin Diapason (also called ''String Diapason'*)* 
The pipes of this stop are smaller in scale than those of the First Dia* 
pason. The tone is modified, with a tendency toward the string quality, 
though it possesses a round and rich tone of somewhat less sonority 
than the tone of the First Diapason. Dia]^asons of this character are 
found in the Gt (named ** Socond Diaiiason " when there are two Diapa- 
sons in the Gt, or ** Third Diapason ** when there are three Diapasons in 
the Gt)> in the Sw. (named ** Violin Diapason ''), and in the Ch. (named 
''Goigon Diapason'* or ''Gaigon Principar*). 

The 8 ft Diapason on any manual supplies the body and foundation 
for the louder combinations. It is also frequently combined with the 
louder reed stops when they are used in harmony. When used alone, or 
combined with one or two Flute-tone stops, the Diapason produces a 
rare tone-quality which is distinctly associated with the organ. 

Stantorphona 8 ft. In large four-manual organs, an extremely heavy 
and powerful Diapason tone is produced by a Stentorphone in the Solo 
organ. This is the most powerful flue stop. The pipes are very large- 
scale, open, metal pipes, voiced on a heavy wind. Occasionally, we find, 
instead of a Stentorphone, a Diapason 8 ft, voiced on a heavy wind, in 
the Solo organ. 

16 ft Diapason in tha Gt. This stop, which sounds an octave lower 
than the First Diapason, also has metal pipes, but they are of a smaller 
scale than those of the First Diapason. The object of this stop is to 
give great depth to the heavy combinations and to the Full Organ, it 
being the principal 16 ft manual stop. The large metal pipes which are 
placed on the front of many organs are selected from this stop. 

16 ft. Diapason in tha Pad. This stop, except in large organs which 
have two stops of this name in that department, has quadrangular, open, 
wood pipes of very large scale. The tone is deep and powerful, being 
the foundation of Ihe Pedal organ. In large organs, there are frequently 
two 16 ft Diapasons in the Ped. The second one has pipes of heavy 
metal, and gives a firmer tone, though of less depth, than the wood Dia^ 
pason. The Ped. Diapason 16 ft is generally used with all loud com- 
binations of the Gt, which include the 8 and 4 ft stops to the Octave. 
It is also used, occasionally, without any coupler, for short, staccato 
notes in softer passages. It should generally be assisted by a Bourdon 
16 ft., as this stop materially improves the definiteness of pitch. In 
large organs, we find a 32 ft. Diapason in the Ped. This stop is of the 
greatest value in large Ped. organs and in the Full Organ. 
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OcteT« 4 ft. in tli« Gt« The Octave (called ** Principal *' in old or- 

srans) may be called a small-scale 4 ft. Diapason. The tone is of Diapa- 
son-quali^, an octave higher than the tone of the Diapason 8 ft.; but, as 
the pipes are considerably smaller in scale than those of the Diapason, 
the tone is less powerful or rich. The object of this stop is to ^ve 
sufficient prominence to the first overtone, which is the octave above 
the fundamental, and to supply the brilliancy which would be lacking 
without such a stop. In addition, it is sometimes serviceable, in small 
organs, as a soft Diapason, by playing an octave lower on this stop 
alone. Very large Swell organs frequently contain an Octave (or 
Principal) 4 ft., its object being the same as in the Gt. 

Twelfth and Fifteenth. In large organs, the Twelfth and Fifteenth 
are generally voiced with Diapason-quality of tone, though much softer 
than the tone of either the Diapason or the Octave. In small organs, 
the Twelfth and Fifteenth are, occasionally, voiced with a soft Flute- 
tone quality. In such organs the Diapason-quality for these stops 
would sound harsh, as there are generally but a few stops of 8 and 
4 ft. pitch to balance the Twelfth and Fifteenth. In some organs 
the Twelfth is named *' Octave Quint,'* and the Fifteenth is named 
** Super Octave.'' The object of these stops is to add brilliancy to the 
loudest combinations and to the Full Organ. 

Dulciana 8 ft. The other stops which have the Diapason-quality of 
tone are the Dulciana, Unda Maris, and ^oline. These stops are so 
soft in tone that, to the young organists, they seem to lack all the 
characteristics of Diapason-tone quality. To test the quality of tone of 
the Dulciana, the organist should sound a chord on the Diapason. After 
waiting about ten seconds, the organist should sound the same chord on 
the Dulciana. While waiting, the organist should imagine that the 
tone of the Diapason which he has just heard is becoming more and 
more distant and, consequently, much softer. When he sounds the 
same chord on the Dulciana, he will observe that the tone^olor is the 
same as that of the Diapason, only much softer. In some organs the 
stop which is labeled ^' Dulciana " is not a real Dulciana but is a soft 
Viola or Salicional, with a distinct string-tone quality. The Dulciana, 
as invented by Snetzler, had no string-tone quality. The pipes of the 
Dulciana are open, metal pipes, of slender scale and sparsely winded. 
The tone is soft and quiet. 

Keraulophon 8 ft. In this country, many old organs contain a Keraulo- 
phon for tiie softest stop in the Gh., Gt. or Sw. This stop is a large-scale 
Dulciana, with a hole or slot in the pipes near the upper end which 
imparts to the tone a slight ^ homy *' quality. In the Oh. or Gt. the use 
of the stop is principally for the accompaniment of the solo combinations 
of the Sw. In the Sw. the stop must generally be used for both the Sali- 
cional and ^oline; though, occasionally, one finds a Gamba (Salicional) 
in addition to the Keraulophon. 

Unda Maris 8 ft. The Unda Maris, as generally made in this country, 
consists of two sets of Dulciana or ^oline pipes, one set being tuned a 
little sharp, so that the two sets together produce an undulating tone 
of a pleasing character. In England and Germany this stop generally 
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consists of two ranks of Flute-tone pipes, toned slightly apart in 
pitch. 

Dulciana 16 ft. A 16 ft. Dolciana is frequently found in the Gh. and 
in the Ped. This stop is really a snb-octave extension of the 8 ft. Dnl- 
ciana, with the same characteristics. It is very useful in either depart- 
ment. 

Aeoline 8 ft. The ^oline is an extremely soft stop — the softest 
stop in the organ. The pipes are somewhat Uke those of the Dulciana, 
but are slenderer and more sparsely winded. 

The Dulciana, Unda Maris and ^oline, all of 8 ft pitch, are used 
for very soft passages, in full harmony, or as accompaniment for soft 
solo combinations. They are occasionally combined with 4 ft stops, 
with which they are barely audible, for the purpose of supplying a soft 
sub-octave tone. They practically produce no effect when combined with 
the other 8 ft stops, but they are frequently drawn with the 8 ft stops, 
which later are put off, leaving these soft stops to sound alone. 

Mixture or Mutation Stops. The terms '' Mixture Stops *' and ** Muta- 
tion Stops" are generally used interchangeably. A Mixture Stop, as 
stated elsewhere, is one which has two or more pipes for each key, at 
least one of which sounds a note other than the note played or one of 
its octaves; e. g., a Dolce Cornet III Rks., in the Sw. This stop has three 
pipes to each key, and if the lowest note of the Sw. is played, with this 
stop drawn, the following notes are sounded: — g, c', g' (12th, 15th, 
and 19th). In one of the upper octaves, the allotment of the pitch of 
the different ranks is changed to the 8th, 12tii, and 15th. All Mixture 
Stops, by definition, come under the head of Mutation Stops, but there 
are other Mutation Stops which have only one pipe for each key; e. g., 
the Quint and Twelfth. 

Pedal Quint, 10% ft. This stop sounds a fifth above the Bourdon 
16 ft and in modem organs is generally derived from this stop by aug- 
mentation. 

Quint 5% ft. The manual Quint sounds a fifth above the 8 ft. stops 
on the manual. 

Twelfth 2% ft. The Twelfth, also called ** Octave Quint," sounds a 
twelfth above the 8 ft stops on the manual. 

Resultant Bass 32 ft. A Pedal Mixture Stop of two ranks. It consists 
of a 16 ft. rank and a Quint rank of 10% ft. When these two ranks 
are sounded simultaneously they produce an approximate 32 ft tone. 

The question, whether or not organs shall contain any Mutation 
stops, is today a much mooted question. Until quite recently, nearly 
every organ of any size contained Mutation stops, but a few of the most 
modem organs have no Mutation stops. Until within the last quarter- 
century, the science of acoustics was little understood by pipe makers 
and voicers. The subject of overtones was rarely considered, and mod- 
em distinctive tone-qualities were unknown. If an organ contained 
only Foundation stops it lacked brilliancy and dash. To supply this 
lack of brilliancy, the Mutation stops were added, in increasing numbers, 
which easily overcame the deficiency. As these Mutation stops consisted 
of small pipes, they required but a little metal, and little room in the 
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organ for thoir accommodation. It was a simple matter to obtain in- 
creased power by an inordinate multiplication of these Mutation stops. 
This tendency culminated in the organ which was erected in the Bene- 
dictine Abbey at Weingarten, in 1759. This organ contained 95 ranks of 
mutation-tone, two stops of which comprised respectively twenty-one 
and twenty pipes to each key. The reaction which followed gradually 
reduced the number of Mutation stops in the organs, besides reducing the 
power of the individual ranks. Today, the most satisfactory Mutation 
stops are voiced much softer than formerly, and the effect produced 
by them is most satisfactory. 

Modem pipe voicers have become so proficient, and are so well versed 
on the subject of overtones in organ pipes, that many most beautiful 
and distinctive tone-colors, which are primarily due to the treatment of 
the overtones, have been produced. Those who consider the modem 
organ a close competitor of the orchestra are, therefore, claiming that 
tiie additional tones of the Mutation stops are, today, no more necessary 
in an organ than in the orchestra. However, the Full Organ without 
any Mutation stops, even in a modem organ, lacks brilliancy and vitality. 
To cover up this lack of brilliancy, the Sw. to Gt. 4 ft., and Gt. to Gt. 
4 ft couplers are requisitioned. The effect produced by these couplers 
in the Full Organ is frequently unsatisfactory. Nothing in a modem 
organ tends to produce so much unevenness of tone, in the Full Organ 
passages, as the 4 ft. couplers, when they are used primarily to give 
brilliancy and power. The upper one or two notes of every chord re- 
ceive the full re-enforcement of the 4 ft. couplers, while the other notes 
of the chords gain little or nothing. If the 16 ft. couplers are also used, 
only the lower one or two notes of the chords are thereby re-enforced. 
It is obvious how imbalanced the chords are rendered, by the addition 
of the tone of many pipes to the upper and lower two notes of the chords, 
without a similar re-enforcement of the middle three or four notes of 
the chords. • If one plays single notes or melodies, there is, of course, 
no unevenness of tone in the passage; but in chords and in four or five- 
voiced polyphonic phrases, the unevenness of the tone of the various 
voices is very objectionable. 

There is another objectionable feature in the substitution of the 4 ft. 
couplers for the Mutation stops. The upper tones, which are supplied 
by the Mutation stops, are only about one-quarter as loud as the tones 
which are added by the 4 ft. couplers, and the effect produced by the 
Mutation stops is sufficiently brilliant, better proportioned, and less 

harsh. 

As previously stated, the Mutation stops vary in different organs, 
both in their power and tone-quality. They are, generally, of soft 
Diapason-quality; but, occasionally, one or two ranks are voiced with 
Flute^uality. Their use in registration is almost entirely with Full 
Swell and F or Full Great. Somewhat rarely, one can use the Dolce 
Comet of the Sw. combined with a Gedeckt and Tremolo, for soft solo 
passages in the upper two octaves only. A stop named ** Solo Mizturo/* 
which produces a similar effect in nearly the entire compass of tlie 
stop, is somewhat rarely inserted in the Sw. 
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B. Flutb-Tonb Stops 

M«lodia. Of the Flute-tone stops the Melodia Is a xepresentative stop. 
A Hohl Floete or a Concert Flute is sometimes snbstitated for a 
Melodia, the tone-qnality bein^r mnch like that of the Melodia. The pipes 
of the Melodia are slender-scaled, qnadrangalar, open, wood pipes, with 
inverted mouths (the upper lip beveled on the inside instead of on the 
outside). The tone is quite mellow, though hollow, with good blending 
quality. In some small two-manual organs, this stop is frequently the 
only Flute-tone stop in the Gt, and, as such, it is frequently voiced too 
loud and lacks real beauty of tone. In three-manual organs, the Melodia 
(Concert Flute or Hohl Floete) is the foundation Flute stop of the C!h. 
On this manual the Melodia shines with its best merits. It is useful 
alone or with other stops in. harmony; is a good accompaniment stop, 
and also is useful as a solo stop. In the latter capacity, it should not 
be used too long as the tone palls on the ear if used very long. Occa- 
sionally, we find in the C!h. a Wald Flo«t« 4 ft. with pipes and tone simi- 
lar ta those of the Melodia. 

G«deckt or St. Diapason 8 ft. The Crodeckt (St. Diapason) is one of 
the most useful stops in the whole list of organ stops. In this country, 
one rarely finds an organ, large or small, which does not contain at 
least one form of this stop. It is found, under varying names, in 16, 8, 
and 4 ft. pitch, and in one form or another is found in the Sw., Gt., Ch., 
Ech., or Fed. 

On account of the large number of stops which are closely related to 
the Gedeckt, both in the construction of the pipes and in the tone-quality, 
some theorists segregate these stops into a fifth quality of tone which 
they call '' Credeckt-Tone.'' While it is convenient to group these 
stops into one group, it does not seem necessary to establish a fifth qual- 
ity of tone (" Credeckt-Tone'Oy ss this tone, after all, is only a variety 
of Flute-tone. 

Fundamentally, the Gedeckt, which is also called ^ St. Diapason,'' has 
quadrangular, wood pipes, stopped at the upper end. (See Chapter IV 
for the acoustical characteristics of these stops.) In England, the pipes 
of the Gedeckt are frequently made of metal. The scale of the different 
stops of the Gedeckt group varies considerably, according to the part of 
the organ in which the stops are located. The tone-quality of all the 
stops of the €redeckt group is pure and limpid Flute-tone, which blends 
well with the tone of other stops. The various stops of the Credeckt 
group are as follows (1-11) : 

(1) Sw. or Ch. Gedeckt (St. Diapason). The pipes are of medium 
scale and the tone is of medium power. The tone-quality of this stop is a 
liquid Flute-tone, somewhat hollow, of most pleasing character. The 
stop is one of the most useful of the soft stops, as it combines well with 
every other stop on its manual, and may be used alone, in harmony, or 
as a solo stop. 

(2) Lieblick Gedeckt. This stop has all the characteristics of the 
preceding stop, but the pipes are smaller and the tone is more delicateu 
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(3) Fed. Bourclon 16 ft. This stop is the most universal Fed. stop. 
It is a large-scale Gredeckt of 16 ft. pitch. In some old organs this 
stop is called ''Double St. Diapason.** The tone-qtudity of the upper 
notes is a clear Flute-quality, but in the descending scale this quality 
disappears, and in the lower notes the tone is dull and thick, due partly 
to the prominence of the second overtone. 

(4) Sw. or Cb. Bourclon 16 ft. The pipes of this stop are of smaller 
scale than those of either the Gedeckt 8 ft or the Fed. Bourdon. The 
tone is softer than that of either stop but it possesses the same liquid 
Flute-quality. The stop is most useful in combinations, and supplies 
the sub-octave foundation for the Full Sw. or Ch. Occasionally, the stop 
is called "Lioblicb Bourdon 16 ft./* when it is generally softer in tone 
than the regular manual Bourdon. 

(5) Gt. Bourdon 16 ft. Larger scale and generally more powerful 
in tone than the Sw. or Oh. Bourdon. This stop is substituted for the 
Gt. Diapason 16 ft. in small org:ans, and, in large organs, it is often 
found in addition to the Diapason 16 ft Its principal use is in supply- 
ing the sub-octave foundation for the F and FF combinations of the Gt 

(6) Fad. Gadackt 8 ft. This stop is generally an extension of the 
Fed. Bourdon, by the addition of 12 pipes to the upper octave. It is a 
most useful stop as a soft 8 ft Fed. stop. When combined with iSbe 
Bourdon 16 ft, it adds definiteness of pitch and makes the Fed. tones 
somewhat stronger. 

(7) Echo Liablicb Bourdon 16 ft. Smaller scale and softer tone than 
the Sw. Bourdon. 

(8) Fad. Liablich Bourdon 16 ft Either the Sw. or the Echo 
Bourdon borrowed in the Fed. Somewhat rarely it is an independent 
stop. 

(9) Cb. Fluta d*Aniour 4 ft. A small-scale Gedeckt of 4 ft pitch. 
This stop is, perhaps, the most beautiful and most useful of the soft 
4 ft Flutes. Like the Gedeckt 8 ft., it combines well with all the other 
stops. 

(10) Rohr Floata 8 ft. Occasionally, tiiis stop is found in place of a 
Gedeckt or St Diapason. In modem organs, the pipes are made quite 
similar to those of the Gedeckt, but they generally have a small hole 
bored through the ** stopper.** This hole modifies the tone somewhat by 
giving greater prominence to the second and fourth overtones. (See 
Chapter IV.) A Rohr Floata 4 ft. is, occasionally, found in the Sw. in 
place of a Flauto Traverse, or in the Ch. in place of a Flute d'Amour. 

(11) Gt. Doppal Floata 8 ft. The pipes of this stop are somewhat 
like those of a large Cvedeckt; but they are of double width and have a 
mouth on each side of the pipe, whence the name. The tone is a dis- 
tinct Flute-tone, very full and of considerable volume, due to the two 
mouths and copious winding. In the Gt. organ, this stop is always 
useful: first, as a solo stop of considerable beauty; second, in combina- 
tion with the Gamba or with the Harmonic Flute 4 ft; third, in adding 
volume to the Diapason; and fourth, in helping to weld together the 
tones of the Gamba and Diapason. 

Claraballa 8 ft. A full-toned, open, wood Flute, which is very popular 
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in Encrland and some yean ago was popular here. At that time, it 
was, frequently, the only 8 ft Flute stop in the Gt. or Oh. of many or- 
gans. Of late years, it has been superseded by the Doppel Floete or 
the Gross Flute. 

Gross Flute (or Gross Floete) 8 ft., Gt. or So. This is a powerful 
8 ft Flute-tone stop which is common in this country. The pipes are 
large-scale, open, wood pipes, copiously winded, similar to a large-scale 
Clarabella. The tone is heavy and of much carrying power; more 
powerful but less refined than that of the Doppel Floete. It adds con- 
siderable volume when combined with a Diapason; blends well with a 
Gamba; and acts somewhat as a '^ pacifier" when combined with a 
Diapason and a Gamba, as it seems to prevent the ^ quarreling '* (inter- 
ference, q. ▼.), which is sometimes noticeable when a Gamba and a 
Diapason are combined without any other stop. 

Tibias. A group of stops, known as the ^ Tibia Family," deserve 
special mention, on account of their great value in welding together the 
other tone-colors of the organ. The pipes are of eactra large scale, are 
generally sounded by a heavy wind, and the tone of the different stops 
of the family is full, clear, and very powerful. The principal stops of 
this family are: The Tibia Major, Tibia Minor, Tibia Plena, Tibia 
Clausa, of 16 and 8 ft pitch, and the Tibia Dura of 4 ft. pitch. Obvi- 
ously, such large-scale and powerful stops are suitable only for large 
organs. 

The Tibia Major 16 ft. and Tibia Minor 8 ft. are the German stops 
of the Tibia family. The Tibia Minor has also been made in England. 
The Tibia Clausa 8 ft. Tibia Dura 4 ft, and Tibia Plena 8 ft. were in- 
vented by the late Mr. Robert Hope^ones. The Tibia Clausa is a very 
large-scale Gedeckt, with a powerful, clear Flute-tone. The Tibia 
Dura has open, wood pipes of peculiar shape. The tone is bright and 
powerful. The Tibia Plena is the most powerful of the Tibias. Its 
pipes are large-scale, open, wood pipes. 

Philomela. This is a powerful Flute-tone stop of the Tibia class. 
The pipes are large-scale, open, wood pipes, frequently with double 
mouths. The tone is a powerful and bright Flute-tone. 

Spitz Floete 8 ft. This is a species of the Flute-tone stops which is 
found frequently in the Sw. or Ch. as a second Flute-tone stop: i.e., 
in addition to the Gredeckt or Melodia. It has a bright Flute-tone tending 
towards a string-tone. The pipes are open metal pipes with conical- 
shaped tops. 

Flauto Traverso. The Flauto Traverse is a Harmonic Flute (see 
Chapter III) and is frequently found as an 8 ft stop, but more fre- 
quently as a 4 ft stop in the Sw. or Ch. The pipes are made nearly like 
those of the Melodia, except that they are of double length and have a 
small hole near the middle, which causes the pipes to sound the first over- 
tone (octave). Originally, the tone of this stop possessed a slight ^lip 
tone," intended to imitate the tone of an orchestral flute; but this char- 
acteristic in an organ stop is unsatisfactory, and has been discarded. In 
ihia country, the 4 ft. Flauto Traverso is frequently found in the Sw., and 
is a most useful stop, in both large and small organs. Its tone combines 
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well with tbe tone of many other stops, and it can be used in many ways. 
As a solo stop in the Ch., it is, perhaps, less useful than a Flute d'Amour. 
The latter stop, haviner stopped pipes and not being harmonic, has a more 
limpid Flute-tone. Occasionally, the Flauto Traverso, when used as a 
solo stop and played staccato, has a disagnreeable tend^icy to ** hoot." 

Harmonic Flute 4 ft., Gt. This stop is quite different from the Flauto 
Traverse, though frequently substituted for it. The pipes are open, 
metal pipes of double length, with a small hole near the middle which 
causes the pipes to sound t^e first overtone (octave) instead of the 
fundamental tone. The tone is a bright Flute-tone; occasionally some- 
what cloying, and less delicate than the tone of the Flauto Traverso. 
It combines well with the tone of the other stops of the Gt., and brightens 
various combinations. In large organs, we frequ^itly find 8 ft. Har- 
monic Flutes of this character. 

Flute 8 ft.. Fed., also called Pedal Flute or Bass Flute. A powerful 
8 ft. Flute-tone, much in contrast to the Fed. Gedeckt, which has a soft 
Flute-tone. The pipes are large-scale, open, wood pipes. In many organs, 
this stop is derived from the Fed. Diapason (wood) 16 ft by the addi- 
tion of 12 pipes to supply the necessary upper octave. This plan of 
augmentation or extension is convenient, and, generally, satisfactory in 
Fed. stops. Theoretically, to extend a Diapason and call the extension 
a ** Flute " seems an anomaly. If a 16 ft. metal Diapason were extended, 
the extension could not be called a ** Flute,'' as both the pipes and tone- 
quality would be distinctly Diapason. On the other hand, the 16 ft. 
wood Diapason is practically a large-scale, open Flute of 16 ft. pitch. 
Its tone is very heavy and is the foundation of the Fed. organ. Hence, 
from the power and weight of tone, it may well be called ** Pedal Dia- 
pason." However, when the stop is extended, the tone-quality of the 
upper pipes is so recognizable as that of a powerful, open Flute that it 
must, necessarily, be called " Flute." In many organs this extension of 
the 16 ft. wood Diapason is called ** Octave 8 ft.," but the anomaly is 
only transferred, for the Octave is always considered Diapason-tone, 
and this extension of the 16 ft. wood Diapason does not produce a 
Diapason-tone. 

Flautino 2 ft. The tone of this stop is delicate and of Flute-quality. 
It sounds two octaves above the fundamental pitch of the manuaL The 
pipes are small, slender, open pipes. The stop has two functions; first, 
it supplies brilliancy to the larger combinations of the manual, by 
strengthening the third overtone (fifteenth) ; second, when it is properly 
voiced, it assists in producing many delicate and useful combinations of 
8 and 2 ft., 16 and 2 ft, or 16, 8, 4, and 2 ft pitch. 

Piccolo 2 ft. A distinct Flute-tone stop, somewhat fuller and louder 
than the Flautino, sounding two octaves above the fundamental pitch 
of the manual. The pipes are open, metal pipes, frequently of double 
length, thus being harmonic. If not too shrill, the stop is useful in 
various combinations in the Ch., besides adding brilliancy to the FuU Ch. 

Flute Colette 8 ft., II Rks. A Flute Celeste consiste of two sets of 
Flute pipes, tuned slightly apart in pitch, which produce an undulating 
tone of Flute-quality. In old Continental organs, such a stop was 
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ealled ^ Unda Maris." The principle of the stop is similar to that of the 
Voiz G^este, but numerous difficulties arise in the voicinsr of a Flute 
Celeste, and only a small proportion of the stops named ^ Flute Celeste " 
can be considered a success. It is extremely difficult to produce an even 
and pleasinfiT undulation of Flute-tone. If the two ranks are of 8 ft. 
pitch, and the scale of each rank is nearly tiie same, the tone is liable 
to ** wobble " and sound distressin^rly out of tune, on account of ** inter- 
ference ** (q. T.) or ^ sympathy." The most pleasing: Flute Celeste that 
the author ever heard was made by E. F. Walcker and Son, of Germany, 
and was named ^Bifra." It consisted of one rank of stopped, wood 
Flute pipes of 8 ft. pitch, and a rank of open, metal Flute pipes of 4 ft. 
pitch, tuned slightly sharp, so as to produce a slow wave. A slow 
Tremolo was attached to the stop. The tone of a good Flute Celeste is 
very pleasing, and the stop is useful, mostly by itself, in contrast to other 
tone-qualities. 

C. Strino-Tone Stops 

The String-tone stops of the organ exert an influence on the tone of 
combinations quite similar, though in a smaller degree, to the influence 
of the tone of the stringed instruments of the orchestra. These stops 
add not only color, but vitality, to the tone of org:an combinations; and 
many beautiful effects are produced by their aid which cannot even be 
suggested by any other stops. While the tone-quality of these stops 
possesses a few of the characteristics of the tone of the stringed instru- 
ments, it must be remembered that the vibrations of a column of air 
within a pipe cannot successfully be made to imitate the tone produced 
by the vibrations of the strings of the Viol family. The friction of the 
bow on the strings causes a ''bite" in the tone which probably never 
can be imitated in the tone of organ pipes. 

Gamba 8 ft. The full name of this stop is Viola da Gamba (or Viol 
do Gambe), from the name of the stringed instrument which the stop 
is intended to imitate. This instrument is a Viol which is held between 
the legs, whence the name. From an etymological view-point, the name 
** Gamba " (which means ** leg ") for an organ stop is most inappropri- 
ate. However, the necessity for abbreviated names on the draw-stops 
and long usage have established this name for the stop. 

There are many modiflcations of the Gamba, in most of which the 
imitation of the orchestral instrument is remote. The early Gambas 
had pipes of slenderer scale than those of the Diapason, with mouths 
cut low. The tone-quality, from a modem view-point, was only slightly 
stringy. These stops, in American organs, were most always placed in 
the Gt. They were of much utility, though frequently slow of speech. 
The more modem Gambas consist of open, cylindrical, metal pipes (fre- 
quently made of pure tin), of very slender scale (frequently the pipes 
have less than half the diameter of the Diapason pipes), with mouths 
cut low and narrow. A wooden roller or a bridge is generally placed 
across the mouth of the pipes to increase the string-tone quality. If 
tiie stop is placed in the Gt., the tone is keen and pungent, though some- 
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what full. If the stop is placed in the So. organ, the wind-pressure is 
generally greater and the tone-quality is more stringy though of a 
forced quality. The higher overtones are well developed, at the expense 
of the ground-tone. 

In the Gt. organ, the stop is used for solo purposes, in the tenor 
range; is combined with a Doppel Floete (or a Gross Flute) for a piano 
Gt. combination; or is combined with a Harmonic Flute 4 ft., for a 
special combination of a cutting character. When added to the com* 
bination of a Doppel Floete (or Gross Flute) and Diapason, the Gamba 
adds firmness. It rarely combines well with a Diapason alone, a firm 
Flute-tone being necessary to weld together the tones of a Diapason and 
a Gamba. Occasionally, a stop named " Gamba " which is practically a 
Salicional is found in the Sw. 

Saiicionai 8 ft., Sw. or Ch. A Salicional is a small-scale Gamba 
which is usually placed in the Sw., though it is, occasionally, found in 
the Ch. The character of the tone varies in different organs. In large 
modem organs, in which the Sw. contains both a Salicional and a Viol 
d'Orchestre, the Salicional is generally of the old style; i.e., a small- 
scale, old-fashioned Gamba, having a somewhat stringy but not pungent 
tone. Salicionals of this character are also found in many old organs, 
which have only this one string-tone stop in the Sw. 

In many small, modem organs, the Salicional is more like a soft Viol 
d'Orchestre, and has a keen, pungent string-tone. The tone of such 
Salicionals in these small organs, frequently, is too prominent in the 
soft combinations, because it cuts through the tone of the other stops ix> 
an objectionable degree. The object of a keen, pungent tone in a 
Salicional is, generally, to give the desirable string-quality to the Voix 
Celeste, of which it is a part. An old-fashioned Salicional, especially in 
the Sw. which also contains a Viol d'Orchestre, is very useful, as it 
gives the only satisfactory graduation of tone between the ^oline and 
the Ciedeckt. Useful combinations with such a Salicional are : Salicional 
and Gredeckt, Salicional and Flute 4 ft., and Salicional and Violina 4 ft., 
unless the Flute 4 ft. and Violina are voiced too loud. A Viol d'Orches- 
tre, if present, supplies all that an old-fashioned Salicional lacks. It 
will be noticed that, in organs which contain only one 8 ft. string-tone 
stop in the Sw., the organist must often compromise somewhat in select- 
ing his combinations. If there are two such stops, e. g.. Viol d'Orchestre 
and Salicional, all the various shadings of tone-color which require 
these stops are available. 

A Salicional, whether of an old-fashioned or a modem type, is a 
useful stop in the Sw. It may be used alone for soft harmony or ac- 
companiment to soft solo stops of the Ch., and is useful in the combina- 
tions mentioned above. Occasionally, it is useful to even the tones of 
the scale of a poor Oboe, or to re-enforce the tone of a good Oboe. 

In very old organs that have only four or five stops in the Sw., we 
occasionally find a Viola 8 ft. which is a cross between a Dulciana and 
a Salicional, both in power and tone-quality. In a few modem organs 
we find a Viola 8 ft. which has a strong string-tone quality. 

Viol d'Orchestre 8 ft.* Sw. The modem Viol d'Orchestre is the 



THE STOPS MOST COMMONLY USED 47 

keenest and most pungent of the stringr-tone stops, though it is less 
powerful than a Gamba. It was invented about 1886 by Messrs. Michell 
and Thyne of England. The pipes are open, cylindrical, metal pipes 
(often of pure tin), extremely slender scale (llie lowest pipe has about 
one-third of the diameter of a Gamba pipe), with a mouth cut low and 
partially covered with a roller. 

As previously stated, the tone of the Viol d'Orchestre is a keen, pun- 
gent, and animated string-tone. It combines well with the various 
Flute-tone and reed-tone stops, but rarely blends with any tone-quality. 
It generally retains its own individuality in aU combinations. To be 
more specific, a Viol d'Orchestre combined with a 4 ft Flute gives a 
pleasing combination, but the tone of each stop remains distinctly dis- 
cernible. On the other hand, if an old-fashioned Salicional and a 4 ft 
Flute are combined, the tones of the two stops blend so well that they 
are hardly distinguishable in the resultant tone. 

The Viol d'Orchestre is a good solo stop, if one avoids the two upper 
octaves. It may be used alone, for sustained harmony, but generally 
requires a combination with other stops for short chords or arpeggios. 
It may be used to strengthen the tone of tiie reeds, as it does not destroy 
any of their characteristics; and it may be used to add firmness to the 
stronger combinations of its manual. 

Voiz Celeste (Ger. Vox Ceiettit) 8 ft., Sw., Ch., or Ech. |n stop 
nomenclature, the word ** Celeste " is used to indicate a set, or ** rank " 
of pipes which is tuned slightly sharp (or flat). This difference of pitch 
produces an undulating effect, when this rank of pipes is combined with 
another rank of about the same character, which is tuned to the normal 
pitch. In modem organs this rank of pipes is connected with a com- 
panion rank of about the same power and tone-color, and both ranks 
are brought on at once by means of one draw-stop. The Voix Celeste 
varies in different organs. Crenerally, it consists of two ranks of string- 
tone pipes (Viol d'Orchestre or Salicional). Occasionally, we find a 
stop named ''Voix Celeste" which consists of two ranks of JEoline 
pipes. A Voix Celeste of the latter character is very soft and of lim- 
ited combinational utility, as it has practically no influence on any other 
stop, on account of its extreme softness. It seems to me advisable to 
name such a stop ''Unda Maris" (q. v.), reserving the name ''Voix 
Celeste" for the string-tone stop of imdulating character, and "Viol 
Celeste " for the delicate, undulating stop of the Viol family. The pri- 
mary effect of the undulations is somewhat similar to the effect of a 
number of violins playing in imison. There is generally a slight dif- 
ference in pitch between the instruments, which adds " nerve " or " vital- 
ity " to ilie ensemble. Likewise, the difference in pitch between the two 
ranks of a Voix Celeste gives " nerve " and " vitality " jx> the tone of 
the stop. The tone of a good string-tone Voix Celeste is the nearest 
approach to the tone of a violin or cello of any stop in the organ. 

A whole chapter could be devoted to the numerous uses of a good Voix 
C^este, but it would be repeating various statements which will be 
found in other parts of the book; therefore, it is only necessiary to state 
here the general uses of this stop. It is an excellent solo stop, is ef- 
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f eetiTB in harmony, and exerts much influence on the tone of eomhina- 
tions. It adds vitality to the tone of the reeds, when they are used as 
solo stops, and increases the firmness and assertiveness of several mixed 
combinations. The real influence of the Voix Celeste, in the various 
combinations mentioned above, varies according to the keenness and 
power of the individual Voix Celeste. 

Incidentally, it should be noted that, in large organs,, we sometimes 
find a Celeste which is tuned fiat instead of sharp. This ra^k of pipes 
is, generally, intended to be used in addition to the two ranks of a Voix 
Celeste, for the purpose of increasing the undulating effect 

Viol or Muted Viol 8 ft. This stop may be called a very delicate 
Viol d'Orchestre, as it produces a keen string-tone, but of delicate and 
subdued character. The pipes are generally of slenderer scale than 
those of the Viol d'Orchestre, and taper towards the upper ends. When 
well voiced, it is a most beautiful soft, string-tone stop, which may be 
used alone or combined with other equally soft stops. A Viol Calotte 
consists of two ranks of Viol pipes, one rank tuned slightly sharp. In 
reality this stop is a soft Voix Celeste. 

Viol d'Amour 8 ft., Ch. or Gt. Theoretically, this stop is a very soft 
string-tone stop, even softer than an old-fashioned Salicional, but in 
this country, it is generally voiced like a very soft Violin Diapason, and 
is placed in the Ch. or Gt., as an accompaniment stop, somewhat 
stronger than a Dulciana. Its tone possesses more character and volume 
than the tone of a Dulciana, but it is not assertive like the tone of the 
regular string-tone stops. The pipes are small-scale, cylindrical, metal 
pipes, with somewhat delicate intonation. This stop is extremely useful 
for the accompaniments of solo combinations of the Sw., when a Dul- 
ciana is too soft and indefinite. 

Fugara 4 ft., Ch. or Sw. In this country this stop is generally a soft 
Octavo Salicional, and is used for combinational purposes. In several 
organs it is the 4 ft string-tone stop of the Ch., and as such, is quite 
useful in brightening several combinations of that manual. It may also 
be used as an 8 ft. stop, by playing an octave lower, thus serving as a 
mild-toned Salicional. This stop is sometimes named "Salicet 4 ft.** 
or " Gambette 4 ft.'* 

Violiiia (or Violin) 4 ft., Sw. This stop, like the prevlbus one, is 
rarely found outside of this country; and even in this country, it is now- 
a-days less common in new organs than formerly. It seems to me that 
the neglect of this little stop is unfortunate. If it is voiced about 
one-third as loud as an old-fashioned Salicional, with little or no cutting 
string-tone quality, it has a combinational value which cannot be ap- 
proached by any present-day substitute. If it is voiced with a somewhat 
keen string-tone quality, its tone is frequently objectionable, as it cuts 
through the tone of the other stops in the combination to a disagreeable 
degree. Perhaps the name of the stop is the cause of its unpopularity; 
for the tone of such a stop, as is described above, has no suggestion of 
the tone of a violin. Combined with a Salicional, Gedeckt, or Bourdon 
16 ft., the Violina gives several useful, delicate combinations, which are 
serviceable for the soft accompaniment of solo stops or of voices. The 
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pipes are generally medium scale, metal pipes, frequently tapering 
towards the upper ends. 

Violoae 16 ft.. Fed. This stop, the most common 16 ft string-tone 
stop in the Ped., has slender-scale, wood pipes, considerably smaller tiian 
those of the Diapason. The tone is somewhat stringy, and occasionally 
suggests the tone of a contra bass. In large organs we also find a 
Contra Gmmba 16 ft.* which generally has metal pipes and a pronounced 
string-tone. The Violone is useful as the logical Ped. stop for the 
manual string-tone stops. A Contra Gamba is generally too strong for 
such a purpose. When a Violone is added to a Bourdon 16 ft., it gives 
firmness and additional power to the Ped. tones. A Contra Gamba 16 ft 
has the same effect when it is added to a Diapason 16 ft 

Cello a ft., Ped. This stop is the only 8 ft Ped. stop in many old 
organs; but in modem organs it is more commonly one of three such 
stops — Flute (or Octave) , Gedeckt, and Cello. In old organs the pipes 
are generally medium-scale, metal pipes. In modem organs the stop 
is generally an extension of a Violone; and as such, the pipes are wood 
pipes, except those of the upper octave, which frequently are metal 
pipes. The tone of a CeUo is slightly stringy; oftentimes hard rather 
than stringy. This stop is rarely satisfactory for ** Cello effects," these 
being better obtained from a manual Voix Celeste. A Cello is useful to 
strengthen the 8 ft octave of the Ped. combinations, and gives firmness 
to all the loud combinations. In a few organs we find a Cello on one 
of the manuals, which dosdy resembles a Viol d'Orchestre. Occasion- 
ally the stop has the full name — '' Violoiicello 8 ft.*' 

D. Reed-Tone Stops 

Oboe 8 ft. Among the reed-tone stops, the most common is the Oboe 
8 ft, in the Swell organ. In very old organs, this stop is frequently 
eaUed ** Hautbois ** or " Hautboy." In many small organs in this 
country, the Oboe is the only reed-tone stop in the organ; and it is in- 
cluded in nearly every well-balanced organ of any size. Undoubtedly, 
this is due to the great utility of the stop, both as a solo stop and as a 
combinational stop. In a few organs which have no reed-tone stop in 
the Gt, we occasionally find a Cornopean (q. v.) in the Sw^l organ, in- 
stead of an Oboe. This stop is substituted for the purpose of providing 
a stronger reed-tone for the Full Organ, in the absence of a Trumpet 
in the Great organ; the one stop (Cornopean) being intended to answer 
for both Oboe and Trumpet. From the point of economy, pure and 
simple, there seems to be but little criticism of this substitution, but from 
a ton^ point of view, the substitution is questionable. A Cornopean, if 
voiced loud enough to answer for a Gt Trumpet, is not a good substitute 
for an Oboe, as it is much too loud. On the other hand, if the Cornopean 
is voiced soft and smooth enough to be a fairly good substitute for an 
Oboe, it is of little value as a substitute for a Gt Trumpet 

The pipes of an Oboe are slender-scale, inverted conical, metal pipes. 
Technically, the pipes are known as ** beating reeds,** in contradistinction 
to ^free reeds," and have sl^ider tongues beating on closed shallots. 
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The tone of a modem Oboe stop is a quiet, smooth, but firm, reed-tone, 
which is absolutely free from rattle, unless the pipes are ** out of voice." 
It is devoid of the plaintive quality which is characteristic of the or- 
chestral instrument. In old organs, and in a few very small modem 
organs, the Oboe terminates at tenor C. The octave below is omitted, 
for the sake of economy, or is supplied by another stop, called " BaMoon *' 
or " Bassoon Bass," which has only twelve pipes of the lowest octave. 
In a few organs, not of modem construction, the above two stops are 
combined into one stop called ** Oboe and Bassoon.** In modem organs, 
the word ** Bassoon ** is dropped, and the stop, which runs through the 
entire compass, is always called ** Oboe." A few organs contain an addi- 
tional complete stop called ''Bassoon 8 ft.*** but the tone of this stop 
is quite different from that of an Oboe. This stop should not be con- 
founded with the Contra Bassoon 16 ft or Contra Fagotto 16 ft (q. v.). 
Incidentally, it should be noted that the upper twelve pipes of an Oboe, 
and also <tf all 8 ft. reed-tone stops, are flue pipes, as reed pipes are 
rarely carried above the pitch c'. 

A modem Oboe is an excellent solo stop, when used either alone, or in 
combination with such stops as a Gredeckt, Rohr Floete, Bourdon, Flute 
4 ft., Salicional, Viol d'Orchestre, or Voix Celeste. It combines well 
with most of the stops on its manual. It is also effective when used in 
harmony, either close or open position, and is a useful stop for strengfth- 
ening the combinations of medium power, either in organ music or in 
accompanying voices. 

Salicional Oboe, or Striug Oboe 8 ft., Sw. A keen, hard, and forced 
string'tone stop, which is sometimes substituted for an Oboe, in small 
organs. The pipes are very slender-scale, metal, flue pipes, like those of 
a Viol d'Orchestre; or very slender-scale, wood pipes, with a roll across 
the mouth of the pipes. The name of this stop is unfortunate, and 
somewhat of a paradox. Reed-tone stops require the attention of a tuner 
more frequently than the other stops. Small organs, which are located 
beyond the services of a tuner, may well have the reed-tone stops 
omitted; and a keen string-tone stop, like a Viol d'Orchestre, may well 
be substituted for an Oboe; but why call such a stop any kind of an 
Oboe? The tone of the stop would be no less attractive under a more 
appropriate name. 

If an organ contains a ** Salicional Oboe," it must be substituted for 
the Oboe, in the registration, as far as is possible. Occasionally, it will 
have to be omitted, as the combination will be more satisfactory without 
the stop. Personal taste, and the exigencies of the individual organ, 
must be the sole guide. 

Orchestral Oboe 8 ft. A slender-scale Oboe, the tone of which some- 
what resembles the plaintive tone of the orchestral instrument. The 
pipes are made and voiced differently by different pipe-makers; but in 
all Orchestral Oboes the overtones are more pronounced than in the or- 
dinary Oboe. For this reason, the stop is less satisfactory in harmony 
than a regular Oboe. As a solo stop, alone or in combination with other 
stops, the Orchestral Oboe is valuable. Its tone^iuality is fascinating 
and haunting. 
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Trumpet 8 ft.» Gt.. A powerful reed-tone stop, found in the Gt. of 
viost organs. The pipes are inverted conical, metal pipes; larger in 
scale than those of an Oboe. The tongues of the reeds are tiucker, and 
generally have a greater curvature than those of an Oboe; which gives 
more "dang'' to the tone, indicating the presence of many of the 
his^er overtones. 

The tone of a Trumpet is powerful, rich, thick, and vibrant. If sup- 
ported by a proper amount of foundation tone, and surrounded by 
sufficient mixture-work of not too assertive character, the Trumpet gives 
dignity and power to the Full Organ. It can rarely be used alone, as a 
solo stop, though some special solo effects, of short duration, are obtained 
by combining a Trumpet with one or two Diapasons and heavy Flutes. 
In all small combinations the tone of the Trumpet is conspicuous, as it 
does not blend with the tone of the other stops. A good Trumpet, com* 
bined with a Diapason and a Tibia or Gross Flute, can be played in har- 
mony (mostly below c^), for the purpose of producing an ^ect some- 
what like the tone of the brass instruments of the orchestra when 
played forte. 

Tuba or Tuba Mirabilis 8 ft.. So. or Gt. A Tuba Mirabilis is an ex- 
tremely powerful reed-tone stop — the most powerful stop in a modem 
organ. The pipes are lai^pe scale, inverted conical pipes, generally made 
of extra heavy metal. The tongues of the reeds are thick and the wind- 
pressure is extreme, occasionally being as high as 30 inches, whereas 
the wind-pressure of many Trumpets is only 4 or 6 inches, and sometimes 
even less. A 16 ft extension of the Tuba is, frequently, called ** Ophe- 
cleide 16 ft.,'* and the 82 ft extension of the same stop in the Ped. is 
caUed '' Bombarde 32 ft." 

The tone of a Tuba Mirabilis is most powerful and assertive, fre- 
quently harsh, being intended to stand out above the tone of the Full 
Organ. Sometimes the stop is called ** Tuba Magna," or ** Tuba Ma- 
jor." A Tuba Mi*>r, frequently called "Tuba," when the organ con- 
tains also a Tuba Mirabilis, is smaller and much less powerful than a 
Tuba Mirabilis. This stop is substituted for a Trumpet in the Gt, in 
some modem org:ans. The tone of the Tuba Minor is smooth and full, 
and possesses some blending property, though it is, frequently, less 
brilliant than the tone of a Trumpet, owing to the absence of many of 
the higher overtones. 

Cornopean 8 ft., Sw. A Cornopean is practically the Trumpet of the 
Sw. organ; and as such, it is frequently made like a small-scale Trum- 
pet The best stops of this name, however, have a smoother and more 
refined tone than a Trumpet, and possess more blending property. Like 
a Trumpet, the pipes of a Cornopean are of inverted conical shape. 
They are of larger scale than the pipes of an Oboe, but smaller than 
those of a Trumpet The tongues of the reeds are fairly thick, with 
more curvature than those of an Oboe. 

The tone of a Cornopean is strong, full and resonant. This stop is 
valuable in the Sw. organ, and has many uses. It gives firmness and 
body to the tone of the Full Sw., and renders tiiat tone influential whoi 
the Sw. is coupled to the Gt. If a Full Sw. is coupled to a F Gt combina* 
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tion, opening and dosing the swell produces more of an effect when 
there is a good Cornopean in the Sw. than when it is absent. Unlike a 
Gt. Trumpet, a Cornopean is a good solo stop, especially if it is combined 
with a few other stops. In a few cases, a Cornopean, combined with an 
Oboe, Flute 4 ft, Voiz Celeste, and Vox Humana, suggests the tone of 
the lower register of the G string of a Violin, if this combination is used 
as a solo combination in that r^^ister. A Cornopean is also useful as 
the chorus reed of the Sw., and many effects in harmony are obtainable 
with this stop. Occasionally, it is necessary to substitute a Cornopean 
for an Oboe (or to add it to the Oboe) for a solo passi^re, when the 
only combination in the Gt. or Ch. which is available for a moving 
accompaniment is too loud for the Oboe. 

Contra Faffotto 16 ft., or Contra Bassoim 16 ft., Sw. While the 
name of this stop signifies a Double Basso<m, tiie stop is rarely voiced 
to imitate the tone of that instrument. In tiiis country, a Contra Fa* 
gotto is v^y common as the 16 ft reed-tone stop of the Sw. organ. It 
generally consists of slender-scale, inverted conical, metal pipes, with 
narrow reed tongues. The scale of both pipes and tongues is slenderer 
than those of an Oboe. The tone is generally soft, nasal, and somewhat 
piquant It combines well with the 8 ft. Flutes, is a good solo stop, and 
forms an excellent 16 ft foundation for the reed combinations. In 
large organs a Double Trumpet 16 ft. is frequently substituted for a 
Contra Fagotto, or is added to that stop in the Sw. organ. This stop 
is much like a 16 ft. Cornopean. It has more power and body than a 
Contra Fagotto, but it is less satisfactory as a solo stop. A large-scale 
Double Trumpet is foimd in the Gt. in some organs. 

Clarinet 8 ft., Ch. Unlike the other reed-tone stops already described, 
a Clarinet has eylindrieal, metal pipes, of about one-half tiie length of 
the pipes of the other 8 ft. reed stops. As the tongues of the reeds are 
much larger than those of the other reed stops, the imison pitch is ob- 
tained, notwithstanding the short pipes. The pipes generally flare at 
the upper ends, or are surmounted by a sliding bell which modifies the 
tone and assists in the tuning. By means of the above-mentioned de- 
tails, a smooth, hollow reed-tone, of great beauty, is obtained. Cylindri- 
cal pipes for reed stops have a tendency to strengthen the even-numbered 
overtones, at the expense of the odd-numbered overtones; and, like stopped 
fine pipes, they produce a peculiar, hollow tone which is characteristic. 
The tone somewhat resembles the tone of the orchestral Clarinet. The 
treble of the stop is far superior, being smooth, even, and less shrill; but 
the bass of the stop possesses none of the richness of that portion of the 
tone of the orchestral instrument 

The stop is an excellent solo stop, used alone or combined witii other 
stops. A modem Clarinet is effective in close harmony, in the middle 
octaves, but many of the older stops have a coarse and rattling tone 
which prevents such use. Full Ch. and Full Organ rarely includes the 
Clarinet, as its tone is not necessary or beneficial in such combinations. 

Trombone 16 ft.. Fed. In the Fed. organ, a 16 ft reed-tone stop is, 
frequently, named ''Trombone''; principally because the functions of 
the stop are similar to those of the Bass Trombone of the orchestra. 
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Tsiher than on account of any similarity of tone. The pipes, wood or 
metal, are inverted conical shape. The ton^roes of the reeds are heavy, 
and are often re-enforced by a weight attached to the lower end. 

Contra Tromboiie 32 ft.. Fed* Sometimes an independent stop, bat 
frequently a 32 ft extension of iStxe 16 ft Trombone. The principal 
function of these two stops is to give weight, body, and depth, to the 
Ped. notes, in Full Organ passages. Occasionally, the stop is used in 
m^odic phrases, in the Ped. part, when F combinations are employed on 
the manuals. 
"^ Posaim« 16 ft., Ped. Generally a heavy Trombone. 

Tromba (or Trombo) 8 ft, Gt or Ped. As a manual stop, a Tromba 
is a species of Trumpet As a Ped.' stop, a Tromba is generally 
an augmentation of a 16 ft Trombone, by the addition of the necessary 
twelve upper pipes. The lower 30 (or 32) pipes serve as a Trombone 
16 ft, and the upper 30 (or 32) pipes serve as a Tromba 8 ft The 
middle 18 (or 20) pipes are thus used in both stops. The function of this 
stop is to supply the 8 ft pitch of a similar character to the 16 ft 
pitch of the Trombone, principally in Full Organ passages. 

Clarion 4 ft., Gt. or Sw. This stop bears the same relation to an 8 ft 
Trumpet that an Octave bears to an 8 ft Diapason. It is, in reality, 
an Octave Trumpet, only it is of small scale and less powerful. In the 
Sw. this stop can be considered as an Octave Cornopean, The principal 
functions of the Clarion are to add brilliancy to the Full Sw. or Gt, and 
to supply the 4 ft. tones in the heavy reed combinations. Occasionally, 
the stop can be used with a 4 ft. Flute, plajring an octave lower than 
the music is written, for a Trumpet combination, which is somewhat 
softer than ^e 8 ft. Trumpet 

Vox Humana 8 ft., Sw. or Ecb. From a historical point of view, the 
Vox Humana received its name in several attempts (years ago) to imi- 
tate the tone of the human voice. Very little success resulted from these 
attempts. In a very few instances, the stop, combined with a Gredeckt 
which was, generally, slightly out of tune, and much influ^iced by vari- 
ous echoes and cross echoes of the barren auditoriums, produced an effect 
somewhat suggestive of a girlish soprano voice. Continued experi- 
menting has developed a stop which possesses much beauty and useful- 
ness, notwithstanding its failure as an imitation of the human voice. 

It seems to me that the Vox Humana is a much-maligned stop, due 
largely to its unfortunate and inappropriate name. One English writer 
has written: '^Instead of resembling the human voice, its tone is any- 
thing from Punch's squeak to the bleating of a nanny-goat." The stop 
has been variously dubbed " the gas pipe," and " Nux Vomica with a 
gargle." I suspect that the stop would escape much of the criticism, 
and would be judged on its merit as a distinctive tone-color, if it were 
called by some less inappropriate name. If organ stops were numbered 
like the stops in French reed organs, and this stop were '' Number 36," 
no one would expect an imitation of the human voice, and hence, would 
not be disappointed. One would then accept the tone of the stop just as 
it sounds. 

The tone of the best Vox Humanas, without resembling the tone of a 
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hnmaii voice in the slightest degree, has a strikingly beautiful quality 
of tone. Aside from its own beauty as an individual tone-quali^, its 
** timbre>creating " power is of much value in stop combinations, but it 
must be used with moderation. When a Vox Humana is combined with 
reed-tone or string-tone stops, it may be called a good Ume^olor mtensi" 
fier^ if I may be allowed to use the term, in the absence of any other 
satisfactory term. The tone of an Oboe, as a solo stop, is frequently 
improved and rendered more animated by the addition of a Vox Hu- 
mana. The tone of a Voix Celeste, if it is a real string-tone Voix 
Celeste, is intensified, and frequently seems to have more vitality, if a 
soft Vox Humana is combined with it. A combination, consisting of a 
Cornopean, Oboe, Salicional, and Flute 4 ft., as a solo combination, fre- 
quently gains warmth and emotion by the addition of a Vox Humana. 
These illustrations are but a few of the many instances when this stop 
may be used to improve other tone-colors. A Vox Humana sounds well 
alone, as a solo stop or in harmony. It combines well with a Gedeckt, 
Rohr Floete, or a 4 ft. Flute. 

The pipes are large-scale, cylindrical, metal pipes, of varying lengths. 
The stop is always an 8 ft. stop in pitch, but the lowest pipe is never 
8 ft, or even 4 ft, in length. The length varies with different pipe> 
makers, from about 2 ft down to even 10 inches. The pitch of each 
pipe is, therefore, controlled entirely by the reed, and each pipe-maker 
has his own method of shaping the tongues. In this country, the tops 
of the pipes are, generally, covered with a metal cap, which almost 
closes the upper ends of the pipes; only a narrow crack at one edge 
being left open. This cap regulates the tone to a large degree. The 
tone is thin and nasal, but of much character. The Tremolo is always 
used with the stop; in fact, most modem Vox Humanas are connected 
directly with a Tremolo, which is thus drawn with the one draw-stop. 
In this country, a very few Vox Humanas have two pipes to each note. 
The value of the additional pipe is yet to be proved. 

Musette 8 ft. This stop was originally an imitation of the bagpipe 
and the tone was produced by " free reeds '' (q. v.). In recent years, it 
has consisted of slender ''beating reeds'' and very small-scale pipes. 
The construction of the pipes varies with individual pipe-makers. 
Sometimes the pipes have metal caps and are pierced with a small hole 
about one-third from the top. The tone is a smooth reed-tone of piquant 
quality. 

Free Reedt. A variety of reed-tone pipes, whose tone is produced by 
free reeds (similar to the reeds of a cabinet organ) , instead of by beating 
reeds, was somewhat popular at one time. Now-ardays, they are some- 
what rarely employed, as more satisfactory tone-colors can be produced 
and kept in order by the use of beating reeds. There still exist some 
good specimens of " free reed " stops in old organs: e. g.. Cor AngUite, 
Cremome, Clarinet, Euphone, and Phytiiarmonica. The last-named 
stop is the only one of the list which is still made with " free reeds." 

A few stops have such a hybrid quality of tone that they cannot be 
positively classed with any one of the five qualities of tone: e. g., Quin- 
tadena, Gemshom, Erzahler and Nitsua. 
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A QninteilttiiA 8 ft., Sw. or Ch., may be called an outsrowth of a 
Quintaton (or Qatntaton), which is a narrow Gedeckt, made and voiced 
so as to sound the twelfth (second overtone) quite prominently with the 
ground tone. In this country, the Quintadena has been greatly developed, 
and is now a distinctive stop, quite unlike the original Quintaton. 

The pipes of a Quintadena are large-scale, metal pipes, with low, nar- 
row mouths and beards. They are stopped at the top with sliding metal 
caps, and are so voiced that they sound the twelfth almost as loud as 
the fundamental tone. In the classification of stops a Quintadena must 
necessarily be called ** a hybrid." The stopped pipes produce only the 
even-numbered overtones, like a Gedeckt, but their large scale and tiie 
shape of the mouths prev^it any similarity to the CSedeckt tone-quality. 
In tills country two kinds of Quintadenas are in use. A rather loud 
stop, voiced for solo use only, is frequently placed in the Gh., and a much 
softer one for both solo and harmony use is found in the Sw. The 
principal difference in the two stops is in their volume and power. 

In the Sw. a Quintadena is a useful stop both by itself and in com- 
bination. It f requ^itly can be substituted for a Salicional, for a variety 
of tone-color, and can be combined with a Gedeckt or Flute 4 ft. 
(much the same as a Vox Humana), both for harmony and soft solo 
uses. It may be added to other combinations as a ^ timbre-creator.** 
The louder stop in the Ch. is a beautiful solo stop. 

Gemshom 8 ft.» Ch. or Gt. This stop is also a hybrid. Some people 
class it as a Flute-tone stop, while others are undecided whether to call 
it a string-tone or a Diapason-tone stop. The pipes are slender and 
taper from the mouth to the top of the pipe, being about one-third of 
the diameter at the top. This shape causes the prominence of the fourth 
and fifth overtones, to which is attributed the peculiar tone-quality. 

The tone is soft, slightly reedy in character, but of a dear and beauti- 
ful quality. Being somewhat louder, and possessing more character, 
than the tone of a Dulciana, a Gemshom is very useful for soft accom- 
paniments, in passages which require more definiteness in the accompan- 
iment than can be obtained with a Dulciana. The stop is useful by itself, 
for its own tone-color; is a good soft solo stop; and adds character when 
it is combined with other soft stops, such as Melodia and Gemshom, or 
Flute 4 ft and Gemshom. Occasionally we find a 4 ft Gemshom in the 
Sw. or Gh., in place of a Violina, or Fugara. 

ErzaUer 8 ft. A modem stop, invented by Mr. Ernest M. Skinner, 
of a pronounced quality of tone, which is of a hybrid character. The 
pipes are conical shaped, even more so than Gemshom pipes, and produce 
a tone which exerts considerable infiuence of a varied character in small 
combinations. This influence is largely due to the great prominence of 
the first overtone (octave). 

The KloiiMr Enahler has two ranks (4 and 2 ft.) and is voiced much 
softer than the 8 ft variety. 

Nitsna 8 ft. A stop somewhat like a Gemshom wfiich is found in 
the Austin organs. 
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E. The Percussion Stops and Theib Use 

Outside of the various ** Traps " which are found in theatre organs 
and need not be considered here, the most common Percussion stops are 
the Chimes and Carillons, the latter also called ^ Celesta '' and ** Harp." 

Chimet, or "Cathedral Chimes " as they are occasionally named, 
consist of 20 (sometimes more) tubular bells, hung on a frame, and 
sounded by the stroke of electro-pneumatic hammers which are generally 
covered with felt. The most usual compass of a set of Chimes is from 
A to e^ (20 notes). 

The tone of Chimes consists of a series of prominent overtones or 
harmonics in which the fundamental tone is either absent or so faint 
that it cannot be discerned. The fourth overtone of the natural har- 
monic series is so overpowering in the tone of a chime tiiat it determines 
the pitch of the chime. To illustrate, the organist should sound one of 
the chimes several times — C for example — to accustom the ears to 
the confusion of overtones and to definitely locate the pitch of the chime 
in the ear. Then he should play the triad of C (C, E, G) on a soft stop, 
while continuing to sound the chime. It will be observed that the tone 
of the chime does not accord with the tones of the triad. One will, at 
first, declare that the chime is "out of tune." If the organist should 
sound tiie chime again and play the triad of A-fiat ( A-fiat, C and E-flat) , 
it will be found that the tone of the chime is perfectly consonant with 
this triad. While the recognized pitch of the chime is C, its harmonic 
series of overtones is A-flat, E-flat, A-fiat, C, etc. The fourth overtone 
(C) is so prominent that it determines the pitch of the chime, but the 
series of overtones exerts so much infiuence on the tone of the chime 
that the chime sounds more or less " out of tune " with any other series 
of overtones, such as the triad of C (C, £, G) or the triad of F 
(P, A, C). 

As a further illustration, the organist should play the first four 
measures of the hymn-tune " Bethany '* (** Nearer, my Crod, to Thee *') 
on the C!himes. 



^j^ \ « 8 * B « 7 8 10 

\iri ■' '> 111 jj.l ii_^ 



Without the harmony of the hymn-tune, the melody sounds pleasing 
when played on the Chimes; but if the organist plays the harmony on a 
soft stop at the same time tiiat he plays the chimes, he will observe that 
the chimes marked 2, 3, 4, 7, 8, and 10 sound dissonant to the harmony 
— " out of tune '' — while the chimes marked 1, 5, 6, and 9 are perfectly 
in accord with the harmony. The fourth overtone of the natural har- 
monic series, to which reference is made, is in the ** third *' of a triad; 
and only those notes of the melody which are the third of their respective 
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triads will be perfectly in accord with the harmony. According to the 
overtones of the chimeB, the melody should be harmoniied thus to hmy^ 
each chime soimd perfectly in tune: 







If these triads are played with the chimes, it will be found that each 
chime sounds ''in tune''; but even the harmonic progressions of thei 
most ultra-modern composers have not yet prepared our ears for such 
progressions of harmony. 

By exercising a little care, the organist can produce many beautiful 
effects with the Chimes, but if he ignores the scientific principle of the 
overtones in the chimes he will produce effects which will distress every 
musical ear. 

Notice how Meyerbeer treated one bell in the fourth act of ''The 
Huguenots," where the bell is sounded for the massacre of the Hugue- 
nots. A stroke of the bell sounding tenor F is accompanied by the 
B-natural below, played on the bassoons and clarinets. This B-natural 
is the same as C-flat, which is the sixth overtone of the series of which 
F is the fourth overtone (low D-flat being the fundamental tone). The 
B-natural is a diminished fifth below the F of the bell, and is in perfect 
accord with the belL The effect is very impressive. If the composer had 
written a note of the triad of F (C or A) for the wind instruments the 
effect would have been intolerable. 

There are numerous themes or melodies in which a chime can be 
sounded with some of the notes of the melody and produce a pleasing 
effect, provided the chimes are not sounded with the intervening notes 
of the mdody. If the organist accompanies the melody which is being 
played on the chimes with the harmony played on a soft stop, especially 
if tiie harmony is played below the pitch of the Chimes, his musical ear 
frequently will be shocked. It is sometimes possible to accompany the 
melody which is played on the Chimes with the harmony, if tiie latter is 
played on a soft stop or combination two or three octaves higher than 
the octave of the Chimes. Such hymn-tunes as "Eventide'' ("Abide 
with me ") and " Lux Benigna " (" Lead, Kindly Light ") are suitable 
for such treatment. If the harmony is played in the upper octaves of 
the Swell with the Vox Humana and Gedeckt, or with the Voix Celeste 
and Flute 4 ft, the difference between the harmonic series of the Chimes 
and the chords is less pronounced and the Tremolo assists in destroying 
the apparent dissonance between the harmonics of the two tone-colors. 

Various composers of organ music have introduced the Chimes in 
the registration of certain sections of their compositions with very pleas- 
ing effect: viz.. 
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Evening Chimes Wheeldon 

Echo Bells Brewer 

Evening Bells and Cradle Song Macfarlane 

Chanson du Soir Frysinger 

In Moonlight Kinder 

Sunset (Pastoral Snite) Demarest 

Snnset and Evening Bells Federlein 
Meditation (from Suite in Gr»minor) Truette ^ 

Vesper Hymn Truette 

Carillons. The organ stop called ''Carillons/' like its prototype in 
tbe orchestra, from time to time has varied considerably in form. Four 
or five distinct forms have been used with different degrees of success, 
and, in like manner, the name of the stop has varied. Besides ** Caril- 
lons" the stop has been called ''Glockenspiel," "Grongs," "Chimes," 
« Stahlspiel," " Clochettes," and in the present day, " Harp " and " Ce- 
lesta." 

One form of this stop was a set of small bells which were struck by 
some form of a pneumatic hammer. 

An ancient form of the stop which is now obsolete, was a set of gongs, 
over which was situated a set of metal bars. The resonant gongs were 
made of brass and were tuned by being filled with plaster of Paris, 
until the required pitch was obtained. This form of Carillons was much 
affected by the temperature of the building and rarely remained in tune. 

A third form of Carillons is a set of tubular bells; but in this coun- 
try, this form of the stop is called " Chimes " (q. v.) . 

A fourth form of the stop, which is now also obsolete, was a mixture 
stop or combination of flue pipes, of different pitch, but always tuned to 
a high pitch, such as the 12th, 17th and 22nd. The stop was generally 
used with some kind of a 4 ft. Flute, such as a Night Horn, to give 
definiteness to the pitch; and a Tremolo was added to produce a wave- 
like effect These stops were rarely in tune, as the pipes were so small 
that slight changes of temperature put them out of tune. 

Different organists with different organs hi^ve produced bell effects 
with special combinations of stops peculiar to the individual organ. On 
one organ, a Bourdon 16 ft., Flautino 2 ft., and Vox Humana produce a 
good bell imitation. On another organ a soft Credeckt in the Gt., coupled 
with a Harmonic Flute of 8 ft. pitch and a Tremolo in the Solo organ, 
with which is combined a soft Celeste in the Sw.. produces a fairly good 
bell effect. 

A fifth form of Carillons, variously called *' Carillons/' "Harp/' 
or "Celesta,** which is most successful and popular now-a-days, is a 
set of bars, made either of steel or glass, which are struck by pneumatic 
hammers. These bars are placed either in a horisBontal position on a 
frame, or are suspended in a vertical position from a frame. Under- 
neath each bar is placed a short section of wood pipe with its lower end 
closed. This pipe acts as a resonator; adds breadth and roundness to 
the tone, which would, otherwise, be of thin metallic quality; and pre- 
vents the pitch being easily affected by changes of temperature. Felt 
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lumunerSy somewhat like those of the pianoforte, are so arranged that, 
Jxj means of a collapsible pneumatic bellows, they are caused to strike 
tbe bars and rebound to their normal position. Generally some form 
of a damper is connected with the action to prevent the bar vibrating 
after the key is released. The tone thus produced is of a peculiar beU 
^piality, and when heard at some distance is very pleasing. 

Carillons. 




In organ music the Carillons (** Celesta " or ** Harp ") can be used 
with considerable success in several different manners. Short arpeggioed 
chords, as at A, of eight or ten notes, produce a good harp effect. Some- 
times this effect is hei^rhtened if a soft Gedeckt or 4 ft. Flute is added. 

Cszillons and Gedeokl. 




A good variation of this effect, which sounds like two distinct manuals, 
is to use the Gedeckt with the Carillons, and sustain the chord which 
has been played in a quick arpeggio manner as at B. 



Carillons. 



• •Carillooa. 




/ 




eo 
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Another good effect is produced by playing two or tliree notes together 
in thirds or chords, as shown in a short excerpt from a Capricdo of 
Fanlkes at C. These should be played staccato and if alternated with 
a Flttte stop the effect is improved. 

A passage in the Berceuse of the same composer (D) can be played 
with good effect on the Carillons while the melody is played with the 
other hand on the Vox Humana. 




Vox Homaaa. 



Bourdon. 



^m 



£ 



Slow melodies in single notes and rapid scale passages frequently do 
not sound well when played on the Carillons. With the former the 
pitch is too wavering and uncertain. With the latter the fact that the 
steel bars vibrate beyond the length of the notes, even if dampers are 
provided, makes such passages discordant. With chords and arpeggios 
this condition acts advantageously and adds to the good effect of the 
chords and arpeggios. The Carillons combine well with flutes of eight 
and four-foot pitch and sound well in contrast to strings and soft reeds, 
but when combined with strings and reeds in the same chords or arpeg- 
gios they are less satisfactory. 

F. Tbemolo (Tbemulant) 



The Tremolo is a mechanical appliance which is attached to the 
wind-chest of each of the manuals except that of the Gt. organ, by 
means of which a rapid and regular disturbing of the wind supply 
causes an undulation of the tone of such pipes as are on the wind-chest 
with which the Tremolo is attached. 

The effect of a Tremolo on the tone of the pipes is somewhat similar 
to the effect of the shake of the left hand, with which players of the 
violin and violoncello produce a vibrato. With the tone of some stops 
and combinations, a Tremolo adds nerve and vitality. With the tone of 
other stops and combinations, the effect of a Tremolo may be called a 
** mixer " of tone-colors and overtones. 

A good illustration of the ''mixing" property of a Tremolo is the 
fftyytiiifty practice of an artist painter. He paints two contiguous lines 
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of different colors; e.g., green and yellow. B^ore the paint is dry, 
the painter, with a soft brash, makes a short and gentle wavy motlDn 
across the two colors, in such a manner that the line of demarcation 
is entirely obliterated, and a rainbow effect, or a complete blending of 
the colors, is the result. The outside edges of the two colors preserve 
their original color, but elsewhere the separate colors cannot be dis- 
tinguished. 

A somewhat similar effect on the resultant tone-color of a combination 
of stops is often produced by the Tremolo. For a practical illustration, 
draw the Sw. Bourdon 16 ft, and the Flautino 2 ft Hold a chord with 
the R. H. anywhere in the two upper octaves of the manual. The effect 
will generally be unpleasant The individual tones of the two stops 
stand out too prominently. The tone of the Flautino is the third over- 
tone of the Bourdon and does not blend at all with the fundamental tone 
of the Bourdon. If a Tremolo is added, an entirely different effect is 
produced as the tones of the two stops are thereby ** mixed " and blend 
well. The same effect will be noticed with a Vox Humana without a 
Tremolo. The prominent overtones which are characteristic of this stop 
do not blend at all until a Tremolo is added. 

Notwithstanding this valuable '^ mixing" property of a Tremolo, 
quite a number of organists condemn the stop altogether, and pronoimce 
it ^a cheap and tawdry abomination." These same organists recog- 
nize and admire the vitality which a solo violinist or cellist imparts to 
sustained melodies with the aid of the vibrato or tremolo. The fact that 
there is no similar effect possible with the wood-wind instruments of 
the orchestra, cannot properly justify the stigmatizing of the effect of 
a Tremolo as an illegitimate effect It is distinctly an organ effect and 
can be used with great advantege; though it is, of course, possible to 
weary the ears with an excess. The Tremolo is much misunderstood, 
both in ito use and in its abuse. 
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CHAPTER V 

COUPLERS AND OCTAVE COUPLERS 

CouFLBRS are mechanical contrivances by means of whicb the various 
departments of an organ can be connected and played as one depart* 
ment: e.g., by means of the Sw. to Gt Coupler, the Sw. organ is 
** coupled " to the Gt organ, and can be played from the Gt manual, 
with or without the stops of the Gt sounding. There are eight kinds of 
Couplers ; viz. : — 

Manual to Manual 
Manual to Manual 
Manual to Manual 
Manual on Itself 
Manual on Itself 
Manual to Pedal 
Manual to Pedal 
Pedal to Pedal 

The Manual to Manual Couplers connect one manual wiUi another 
manual, so that the first-named manual can be played from and with the 
second-named manual. The Manual to Pedal Couplers connect a manual 
with the Pedal. The Manual and Pedal on Itself Couplers cause each 
key to sound its octave. (Note: Care should be taken to use correct 
names for the couplers. In these couplers the first department of the 
name of the coupler is coupled to the second department of that name: 
i. e., Sw. to Gt means that the Sw. is coupled to the Gt, not the reverse. 
The term ^ Ped. to Gt,** which is frequently found in printed music, is 
a misnomer. The) Ped. cannot be played from the Gt The correct name 
is Gt to Ped.) 

These couplers are grouped into three classes: viz.. Unison (8 ft). 
Sub (16 ft), and Super (4 ft.) Couplers. The Unison Couplers couple 
the same notes between the manuals or between the manual and Pedal. 
The Sub Couplers couple the octave below, and the Super Couplers 
couple the octave above. In modem organs the individual Sub and 
Super Couplers are more frequently named, ** 16 f f and ^ 4 ft." Coup- 
lers, although collectively they are called ** Sub " and ^ Super " Couplers. 

The term '' Super-Octave Coupler " in old organs caused some con- 
fusion, on account of the presence of a stop named ''Super-Octave,'' 
which sounded two octaves above the unison pitch. In modem organs 
this stop is generally named ** Fifteenth," the significance of the name 
being obvious and the confusion avoided. 

In many modem organs the couplers do not act through one another: 
L e., a Gt. to Ped. Coupler does not include the Sw. when the Sw. to Gt 
is on. A Sw. to Gt does not include the Sw. to Sw. 16 or 4 ft., if these 
couplers are on. In a few modem organs, some of the couplers are 
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BpedaUy designed to act througfa one another. There are advantages 
and disadvantages with hoth kinds of couplers. In a few organs, in 
which the couplers do not act through one another, a special coupler, 
^6t. to Sw./' is provided. This enables the organist to use Full Gt., 
Full Sw., and Sw. to Sw. 16 and 4 ft. Couplers, together, playing on the 
Sw. In other organs, Sw. to Gt. 16 and 4 ft. Couplers are provided (in 
addition to the Sw. to Sw. 16 and 4 ft Couplers), which obviates the 
necessity of the Gt. to Sw. Coupler. 

The Unison Manual Couplers (also called '^ 8 ft Couplers **), Sw. to 
Gt, Ch. to Gt, and Sw. to Ch., as well as the additional couplers for the 
Solo and Echo, when the organ contains these manuals, have two uses: 
first, for the purpose of combining the stops of two manuals into one 
tonal combination; and second, for the purpose of re-enforcing the tone 
of one manual by the addition of several stops of another manual. 

The Sw. to Gt Coupler is probably the most used, and likewise the 
most abused, coupler in the organ. Many organists draw this coupler 
when they sit down at the organ, and do not push it off until they dose 
the organ. While it is a most useful adjunct in playing, it is frequently 
unnecessary and sometimes objectionable to have it on. In small organs 
tiie tone of the Gt organ, except when only the soft stops are being used, 
is frequently thin, unless the 8 and 4 ft stops of the Sw. are coupled. 
Furthermore, many of the louder combinations of the Gt are ^iriched 
by the addition of several stops of the Sw. Obviously, Full Gt is im- 
proved by the addition of Full Sw. On the other hand, if a Flute solo 
is played on either an 8 or 4 ft Flute stop on the Gt, the Sw. to Gt 
Coupler, if on, mars the effect. Again, contrast is frequently destroyed, 
when the player is alternating between somewhat soft combinations on 
tiie Sw. and on the Gt, if the manuals are coupled; e. g., if the player 
is alternating between the Gt, with 8 and 4 ft Flutes, and the Sw., 
with Oboe, Salicional and Flute 4 ft, the sharp contrast between these 
two combinations is missed, if the Sw. stops are heard when playing on 
the Flutes. These two combinations coupled together produce a very 
pleasing effect, but the contrast between the separate combinations is 
sacrificed if the Sw. to Gt Couple is on. 

Occasionally, an organist plays a solo on the Gt, wiUi the accompani- 
ment on the Sw., without the Sw. to Gt A short F passage for the Gt 
Diapason follows, which in turn is followed by a repetition of the first 
passage for solo and accompaniment To add the Sw. to Gt, when 
drawing the Gt. Diapason, is unnecessary and frequently awkward. 
Many similar passages are simplified, wi^out any loss of effect, by 
omitting the Sw. to Gt Coupler. 

The Ch. to Gt Coupler, except in large organs, is somewhat limited 
in usefulness. A few solo combinations, such as the 8 ft. Flute of the 
Gt. combined with the 8 and 4 ft. Flutes of the Ch.; the Gamba of the 
Gt combined with the 4 ft Flute of the Ch.; and the 8 ft Flute of the 
Gt combined with the Clarinet of the Ch., are useful. The MF com- 
binations of the Gt are sometimes enriched by coupling the Flutes of 
the Ch. to the Gt In larger organs a much greater variety of similar 
combinations is 
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The Sw. to Oh. Coupler is likewise limited in usefulness. A few dis- 
tinct combinations of the stops of the two manuals are possible, espe- 
cially in large organs. All the 8 and 4 ft. stops of each manual, with 
the Sw. to Ch. Coupler, or Full Sw. and Full Ch. coupled together, 
produce good accompaniment combinations for the louder solos of the Gt. 

In old organs which have mechanical action, the manual couplers 
generally make the key action so stiff, that rapid execution in Toccatas 
and like compositions is extremely difficult, if not impossible. In play- 
ing such compositions, it is advisable, and oftentimes imperative, to 
omit the Sw. to Gt. Coupler, until the last chords of the composition. It 
is preferable to sacrifice a little of the volume of tone* rather than to 
seriously mar the execution of the composition. 

Manual to Pedal Couplers. The primary uses of the Manual to Pedal 
Couplers are: first, to re-enforce the tone of the pedal stops; second, to 
enable the performer to play with the Pedal, the bass notes of the 
manuals which cannot conveniently be played with the left hand; and 
third, to produce solo effects on the Pedal keyboard. When both hands 
are playing harmony on one manual, and the pedal-part is a melodic 
bass part of that harmony, the manual should generally be coupled to 
the Pedal. If the pedal-part is an independent pedal-part, instead of a 
melodic bass, or if the pedal notes are staccato bass notes, it is fre- 
quently more effective to omit the Manual to Pedal Coupler, except in 
loud passages when the coupler is necessary. If there is no soft 8 ft. 
stop in the Pedal organ, and the 16 ft stop proves too indefinite in 
pitch and power, an 8 ft. Flute on one of the manuals can be coupled 
to the Pedal, to supply the additional tone which is lacking in the Pedal 
organ. 

If various short* phrases are played alternately on two different man- 
uals, and the changes are too sudden to permit changing of the Manual 
to Pedal Couplers, it is frequently advisable to compromise, by coupling 
one of the manuals to the Pedal, letting that coupler suffice for all the 
phrases. When this is necessary, the organist should select that coupler 
which does not prove objectionable with either manual; e. g., if the 
phrases alternate rapidly between the Sw. (with 8 and 4 ft. stops and 
Oboe) and the Ch. (with Melodia and Flute 4 ft), the Sw. to Ped. does 
not answer for both manuals, as the Oboe stands out too prominently 
in the pedal notes when the phrase is played on the Ch. On the other 
hand, the Ch. to Ped. is less objectionable when plasring on the Sw. On 
some organs, however, even this compromise is impossible, as the Flute 
4 ft in the Ch. stands out too prominently when one is playing on the 
Sw. 

It is perhaps needless to state that the Manual to Pedal Couplers 
should always be used in very loud passages, when the pedal part is the 
real bass of the passage. 

Octave Couplers 

In considering Octave Couplers, it seems advisable to consider first 
the old-style octave couplers, as their effects and uses are not only much 
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limited, but are radically different from those of the modem oetave 
coaplers. The oldest octave coupler is the ** Sw. to Gt. 8-Va./' which 
eonnects the octave above of the Sw. to the Gt. This coupler was 
placed in nearly every small two-manual organ which was built thirty 
or forty years ago, as well as in a few three-manual organs of that 
period. As the action of these old organs in nearly every case was 
mechanical, these octave couplers moved the keys of the Sw. organ 
and made the action of the Gt. very stiff. 

The prime object of this octave coupler was to increase the power of 
the organ, without a corresponding increase of the cost, which would 
have been necessary if additional stops had been provided. Unfortu- 
nately, this ** increased power ^ was frequently shrill and objectionable. 
However, in some of these old organs which are still in existence, a few 
fairly agreeable combinations can be obtained, with the aid of the Sw. 
to Gt. 8-Va. Coupler. If the softest stop in the Sw. is drawn, with the 
Sw. to Gt. and Sw. to Gt. 8-Va. Couplers, quite an agreeable combina^ 
tional tone is produced by playing on the Gt. manual (without any stops 
of the Gt organ drawn). Naturally, the character of this combination 
is much varied by the character of the softest stop in the Sw. In many 
of these old organs, the softest stop is variously called, ^Gamba," 
^ Salicional/' or ** Viola," but it possesses only a fraction of the real 
tone-quality of these stops, as we know them now-a-days. If the soft- 
est stop happens to be a Eeraulophon, Dulciana, or ^oline, the tone of 
the combination is much more delicate and agreeable. Occasionally, a 
St. Diapason in the Sw. can be used to advantage with these two coup- 
lers; and quite rarely, a Flute 4 ft., if one plays an octave lower. 

Sometimes an agreeable combination on the Gt. is produced by draw- 
ing a Dulciana (or Eeraulophon) on the Gt., the softest stop that is on 
the Sw., and the Sw. to Gt 8-Va. Coupler (without the Sw. to Gt Uni- 
son Coupler). A good Flute-tone combination is obtained by drawing the 
8 ft Flute (Melodia, Clarabella, or Hohl Floete) on the Gt, the St 
Diapason on the Sw., and the Sw. to Gt 8-Va. Coupler. Occasionally, a 
solo combination on the Gt., corresponding to the Melodia and Piccolo of 
a modem C!h. organ, can be produced by drawing the 8 ft. Flute on the 
Gt, the Flute 4 ft on the Sw., and the Sw. to Gt 8-Va. Coupler. The 
accompanim^it of such a solo combination, if the organ is a two-manual 
organ, must be played on the Sw. an octave lower than it is printed. 
Adding the Sw. to Gt Unison Coupler sometimes gives an agreeable 
variation of this combination. 

As I have reiterated many lames, the agreeable effect of each of these 
combinations is much influenced by the relative power of the stops named, 
in the individual organ. On some old organs every one of these com- 
binations is pleasing; but on some other old organs, many, if not all, of 
these combinations are objectionable. In many of these old organs the 
key action, being mechanical, is so stiff that it is almost impossible to 
use both the Sw. to Gt and the Sw. to Gt 8-Va. Couplers in rapid 

music. 

WhOe all the combinations mentioned above, which include the Sw. to 
Gt 8-Va. (Coupler, are intended specially for old organs, many of them 
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can be used with even greater effect on modem organs. The presence of 
the Sw. to Sw. 16 and 4 ft. Couplers in modem organs (especially treated 
later) does away with the necessity of "resorting to the roundabout 
method of obtaining some of the desired combinations, which is necessary 
in the old organs. 

The next octave coupler which came into use was the Ch. to Gt. Sub- 
Octave Coupler, which was introduced primarily to add 16 ft. tone to 
the Gt. organ, without providing a separate 16 ft. stop. This coupler 
was rarely included except in organs which had pneumatic action; 
hence, it did not stiffen the key action of the Gt. when it was drawn. The 
use of this coupler in modem organs will be considered later. 

Since the introduction of the two octave couplers, previously men- 
tioned, there has been a steady and rapid improvement in organ action, 
which has been accompanied by a corresponding improvement and in- 
crease of octave couplers. In a modem four-manual, electric organ, 
which contains an Echo organ, it is possible to have over twenty octave 
couplers, as follows: — 

List of Octave Couplebs in a Modern Four-Manual Organ 

Sw. to Sw. 16 ft 

Sw. to Sw. 4 ft. 

Ch. to Ch. 16 ft Somewhat rare. 

Ch. to Ch. 4 ft 

So. to So. 16 ft 

So. to So. 4 ft 

Ech. to Ech. 16 ft 

Ech. to Ech. 4 ft 

Gt to Gt. 16 ft. Rare and questionable. 

Gt to Gt 4 ft. Somewhat rare. 

Sw. to Gt 16 ft 

Sw. to Gt 4 ft. 

Ch. to Gt. 16 ft 

Ch. to Gt 4 ft Somewhat rare. 

So. to Gt 16 ft. 

So. to Gt 4 ft 

Sw. to Ch. 16 ft. Somewhat rare. 

Sw. to Ch. 4 ft 

Gt to Ped. 4 ft Somewhat rare. 

Sw. to Ped. 4 ft 

Ch. to Ped. 4 ft Somewhat rare. 

So. to Ped. 4 ft. « 

Ped. to Ped. 4 ft 

In modem organs, the pipes of the Sw. are generally attended an 
octave above the compass of the manual, 73 pipes in all, so that the 
4 ft. Coupler may have the same effect in the upper octave of the man- 
ual as in the other octaves. Otherwise, the octaves would cease at c* 
and the notes above this note would sound much weaker than those 
below. In a few organs, the pipes of some or all of the other manuals 
are also extended. The only disadvantage of this extension of the com- 
pass is, that the pipes of the extended octave are so tiny that they are 
much affected by the slightest change of temperature and are generally 
more or less out of tune. 
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In modem organs, there are three distinct uses of the oetave conplera 
(16 and 4 ft.) : First, they are used in various ways to stren^rthen the 
tone of the loader combinations; such as increasing the power of Full 
Sw., by adding the 4 ft, 16 ft, or both, couplers. Second, they are used 
to produce a variety of distinct tonal effects; such as a Flute-tone stop 
with a 4 ft. coupler, a string^tone stop with a 16 ft coupler, or a com- 
bination of the two colors with one or both couplers. Lastly, they are 
very valuable for the purpose of modifying the tone of solo combina^ 
tions; such as adding a 16 ft Coupler to a reed or string-tone solo stop, 
or to a combination of such stops. 

The first use of the octave couplers Just mentioned, ^ to increase 
the power of a manual or of the whole organ — is fraught with danger. 
Frequently the Full Organ of a small organ, which, otherwise, has an 
agreeable though s<»newhat subdued tone, is rendered almost intolerable 
by the addition and frequent use of an octave coupler. If this organ 
has but a few stops in the Gt, and the 4 ft. Flute of the Sw. is a loud 
one, the Sw. to 6t 4 ft. Coupler renders the Full Organ harsh and 
shrilL If this 4 ft Flute is omitted when the octave coupler is on, the 
effect is much less offensive, but there is an inborn tendency, among 
young organists, to draw all tiie stops in sight, when playing FF, even if 
one particular stop spoils the effect of the whole organ. In larger or- 
gans, the above mentioned 4 ft. Flute is generally less obtrusive, and 
besides, there are more and heavier stops in the 6t. to absorb and bal- 
ance the tone of this Flute in octaves. 

In a large Swell organ, the addition of the 4 ft Coupler adds both 
brilliancy and power. As such a Swell organ always has between six and 
ten 8 ft stops, and one or two 16 ft stops, the effect of the octaves on 
the 4 ft. stops is counterbalanced by the addition of the octaves of the 
16 and 8 ft stops. If this Swell organ has 73 pipes for each stop, the 
upper octave of the manual is provided with the additional octaves, when 
the 4 ft Coupler is on. Otherwise, the upper octave of the manual 
should be used sparingly, when the 4 ft. Coupler is on, as the octaves of 
the coupler end with c* and the notes above c^ are proportionately 
weak. 

Using the 4 ft Coupler on the Ch., for the purpose of increasing the 
power of that manual, also requires special thought If the Piccolo 
(2 ft) of the Ch. is on, with the 4 ft. Coupler, the effect is generally 
very objectionable. The best method to add power to the Ch., by means 
of the Ch. to Ch. 4 ft Coupler, is to use only the 16 and 8 ft stops,'When 
the 4 ft Coupler is on. If the 4 ft. Flute is not very loud, it can be 
included, if the music does not run too high. 

The 16 ft. couplers, when used for the purpose of increasing the 
power of a manual, also require more thought than is frequently given 
to them. The Sw. to Sw. 16 ft. Coupler frequently causes the Full Sw. 
to sound gruff and objectionable. This is generally due to the Sw. Bour- 
don 16 ft, which becomes a 32 ft. manual stop, if the Sw. to Sw. 16 ft. 
Coupler is on. When this Bourdon is somewhat loud, the effect of the 
Sw. to Sw. 16 ft. Coupler is improved if the Bourdon is omitted. A 16 
ft reed-tone stop (Contra Fagotto) frequently produces a similar ob- 
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jectionable effect, and is better omitted if the Sw. to Sw. 16 ft Coapler 
is on. The Ch. to Gt 16 ft Coupler is useful in adding: 16 ft tone to 
file Gt organ, but the 16 ft stop of the Oh. frequently should be 
omitted, as it produces a 82 ft manual effect, which is not often desired. 
In very large organs, the objectionable features of the octave couplers 
are much minimized; and furthermore, using both the 16 ft and 4 ft 
couplers together frequently overcomes the objectionable feature of either 
coupler when used singly. 

The Second Use of the Octave Gouflebs 

In a moderate-sized Swell organ there are at least two distinct com- 
binations of 8 and 4 ft Flute-tone. Practically every Swell organ con- 
tains an 8 ft Flute stop (Gedeckt, St Diapason, or Rohr Floete) and a 
4 ft. Flute (Flauto Traverse, Harmonic Flute, Rohr Floete, or Wald 
Floete) . These two stops together produce a combination of 8 and 4 ft 
Flute-tone. Likewise, nearly every moderate-sized Swell organ contains 
either a 16 ft. Bourdon or a 16 ft Lieblich Gedeckt. This 16 ft. stop 
combined with the 8 ft. Flute-tone stop, if one plays an octave higher, 
produces another combination of 8 and 4 ft Flute-tone, but of a some- 
what different character from the first-mentioned combination. In this 
Swell organ the number of 8 and 4 ft. Flute-tone combinations is in- 
creased from two to five, by means of the 16 and 4 ft couplers. The ex- 
act difference in tone-color between some of these combinations may be 
slight, but the discerning organist has the chance to choose the in- 
dividual combination which, in both color and power, best produces the 
effect desired. The five combinations are: — 

1. Gedeckt 8 ft. and Flauto Traverse 4 ft 

2. Bourdon 16 ft and Gedeckt 8 ft. (playing an octave higher). 

3. Gedeckt 8 ft. and 4 ft Coupler. 

4. Bourdon 16 ft and 4 ft Coupler (playing an octave higher). 

5. Flauto Traverse 4 ft. and 16 ft. Coupler. 

The real difference between Nob. 2 and 8 is as follows: in No. 2 
(playing an octave higher) the 8 ft. tone from the Bourdon is generally 
softer than the 4 ft tone from the Credeckt; while in No. 3 the 4 ft. tone 
from the 4 ft Coupler is of exactly the same power as the 8 ft tone of 
the Gedeckt The difference between Nos. 3 and 4 is very slight, but 
No. 4 has a trifie more delicate tone, as the Bourdon is softer tiian the 
Gedeckt 

The above illustration with three Flute-tone stops can be partially 
duplicated with two string-tone stops. It will be readily observed how 
the finer shades of tone-color can be produced by a discriminating use 
of the stops and octave couplers. 

With a combination of two Flute-tone stops of 8 and 4 ft. pitch and 
two string-tone stops of 8 and 4 ft pitch, the variety of effects can be 
increased, with the aid of the octave couplers, from 15 to 60. In the 
following table is indicated the number of combinations (60) which are 
possible with these four stops combined with the 16 and 4 ft couplers. 
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The term ** combiiiatioii ** is somewhat ambicrneosy in referring to sini^le 
stopsy but it has long been eostomary to use the term in this manner, 
as there is no other word which designates the use of the various 
stops singly and eollectivdy. The fifteen combinations numbered 1, 6, 
9, 18, 17» 21, 25, 29, 33, 37, 41, 45, 49, 53, and 57 are possible without 
the aid of the couplers. 



List of 60 Possible Combinations With Fom Stops and 

Octave Couflebs 



1. 


Salicional 






2. 


with 16 ft 


3. 


n 


99 


4 


4. 


n 


99 


16A4'' 


5. 


Gedeckl 






6. 


ff 


99 


16 


7. 


n 


99 


4 


8. 


n 


99 


1664'' 


9. 


Fhite4ft 






10. 


n 


99 


16 


11. 


n 


99 


4 


12. 


n 


99 


16 A4'' 


13. 


Violina 






14. 


» 


99 


16 " 


15. 


» 


99 


4 


16. 


» 


99 


16A4" 


17. 


Gedeekt and Salicional 






18. 


M f* tf 


99 


16 


19. 


n 99 9* 


99 


4 


20. 


99 99 99 


99 


16A4" 


21. 


Gedeekt and Flute 4 ft 






22. 


99 99 99 


99 


16 


23. 


99 99 99 


99 


4 


24. 


99 99 9» 


99 


16A4'» 


25. 


Gedeekt and Violina 






26. 


99 99 99 


99 


16 


27. 


99 99 99 


99 


4 


28. 


99 99 99 


99 


16A4" 


29. 


Salicional and Flute 4 ft 


> 




30. 


99 99 99 99 


99 


16 ^ 


31. 


99 99 99 99 


99 


4 


32. 


99 99 99 99 


99 


16A4" 


33. 


Salicional and Violina 






34. 


99 99 99 


99 


16 " 


35. 


99 99 99 


99 


4 " 


36. 


99 99 99 


99 


16&4" 


37. 


Flute 4 ft and Violina 






38. 


99 99 99 99 


99 


16 


39. 


99 99 99 99 


99 


4 


40. 


99 99 99 99 


99 


16A4" 


41. 


Ged. Sal. and Violina 






42. 


99 99 99 99 


99 


16 


43. 


99 99 99 99 


99 


4 


44. 


99 99 99 99 


99 


16A4'' 


45. 


Ged. Sal. and Flute 






46. 


99 99 99 99 


99 


16 


47. 


99 99 99 99 


99 


4 ** 


48. 


99 99 99 99 


99 


16 A4'' 


49. 


Ged. Flute and Violina 






50. 


99 99 99 99 


99 


16 •» 



(upper three octaves only) 
(upper three octaves only) 

(lower three octaves only) 

(lower three octaves only) 
(upper three octaves only) 



(lower four octaves only) 



(lower four octaves 
(lower four octaves 



only) 
only) 
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51. Ged. Flute and Violina with 4 ft 
62. ** " " " '* 164k4" 

53. SaL Flute and Violina 

64, n n 9f 9» "16 " 

65! *9 n ff n « 4 »» 

66. " " '* " " 1664 '* 

57. Ged. Sal. Flute and Violina 

58. " »» n n $» » jg ft 

eo »f y» M ft »> M 4 M 

go] ft w »» »» M f* X64k4'' 

It will be observed that a few combinations (Nos. 6, 8, 11, 15» 18, 87, 
89, and 40) are unsatisfactory in part of their compass. The eautct ez^ 
tent to which these combinations can be used varies with different 
orsrans. 

WhOe there is a certain amount of similarity in the tone of some of 
these combinations, a close analysis shows a difference of either tone- 
color or power, which indicates the great varied of shading that is 
possible in organ combinations: e.g., A Gedeckt 8 ft with a 4 ft. 
Coupler (No. 7) and a Flauto Traverse 4 ft with a 16 ft Coupler 
(No. 10) both produce a combination of 8 and 4 ft Flute-tone. The 
exact color of these combinations, however, is somewhat different, as a 
Credeckt has stopped pipes and a Flauto Traverso has open pipes of 
double length (harmonic). A Salicional 8 ft. with a 4 ft Coupler 
(No. 8) and a Violina 4 ft. with a 16 ft Coupler (No. 14) both produce 
a combination of 8 and 4 ft. string-tone, but the tone of a Violina is 
much softer and more delicate than the tone of a Salicional; hence there 
is quite a difference in the tone of the two combinations. 

Several of the combinations included in the above list are seldom 
used, but many of the combinations are used frequently. • 

The octave couplers are used with the Diapason-tone stops to gain 
power and volume rather than to produce a variety of tone-color, as 
the Diapason-tone stops, except the Dulciana, Unda Maris, and ^oline, 
are characterized by their power and volume. Many beautiful effects 
of a delicate character are produced by the Dulciana, Unda Maris, and 
^oline, combined with the octave couplers; but when these couplers 
are used with the full Diapasons, the general effect is increased volume 
and power. 

Quite a number of combinations, principally of Flute-tone, of different 
pitch, selected from the 16, 8, 4, 2, and 1 ft octaves, are possible with 
the aid of the 16 and 4 ft couplers. These combinations are better 
suited for sustained chords than for repeated chords, and are more ef- 
fective in the upper half of the manual than in the lower half. Arpeg- 
gios and a few solo passages sound well on many of the combinations. 
Obviously, no passages of a polyphonic character should be attempted 
on any of these combinations. 
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A List of Coicknations of 16, 8» 4, 2, and 1 ft. Pitch, Mosixt w 

Fldte-Toni, Which abi Possiiili and Effbctivb on Many Swm. 

Obgans, With the Aid of thx Id and 4 ft. Couplbs 

Bourdon 16 ft and Gedeckt 8 ft ndth 4 ft Conpler 

Bourdon 16 ft and Flauto Traverso 4 ft 

Bourdon 16 ft and Flauto Traverso 4 ft with 4 ft Coupler 

Bourdon 16 ft and Violina 4 ft 

Bourdon 16 ft and Violina 4 ft with 4 ft Coupler 

Bourdon 16 ft and Flautino 2 ft 

Bourdon 16 ft and Flautino 2 ft with 4 ft Coupler 

Bourdon 16 ft, Gedeckt 8 ft, and Flute 4 ft 

Bourdon 16 ft., Gedeckt 8 ft, and Flute 4 ft with 4 ft Coupler 

Bourdon 16 ft, Gedeckt 8 ft, and Violina 4 ft 

Bourdon 16 ft, Gedeckt 8 ft, and Violina 4 ft with 4 ft Coupler 

Bourdon 16 ft, Gedeckt 8 ft, and Flautino 2 ft 

Bourdon 16 ft, Gedeckt 8 ft, and Flautino 2 ft with 4 ft Coupler 

Gedeckt 8 ft.. Flute 4 ft, and Flautino 2 ft 

Gedeckt 8 ft. Flute 4 ft, and Flautino 2 ft with 4 ft Coupler 

Gedeckt 8 ft, Flute 4 ft, and Flautino 2 ft with 16 and 4 ft Couplers 

Violina 4 ft. and Flautino 2 ft (lower octaves) 

Violina 4 ft. and Flautino 2 ft with 16 ft. Coupler 

Violina 4 ft, Flautino 2 ft, and JEoline 8 ft with 16 and 4 ft Couplers 

Violina 4 ft and ^oline 8 ft with 16 and 4 ft Couplers 

Flautino 2 ft and ^oline 8 ft. with 16 and 4 ft Couplers 

As with all the combinations of stops which are mentioned in this 
work, the effect of these combinations is materially influenced by the 
relative power of the individual stops. In some Swell organs the 2 ft 
stop is a Fifteenth (Diapason-tone) instead of a Flautino (Flute-tone). 
On such organs it is doubtful if those combinations of the above list 
which include the 2 ft. stop will be found desirable. If the Bourdon is 
louder than the Gedeckt many of the combinations which include the 
Bourdon are undesirable. In a well-r^:ulated Swell organ, the Bourdon 
is several scales smaller than the Gedeckt, the Flauto Traverse 4 ft Is 
softer than the Gedeckt, and the Flautino is softer than either of these 
stops. 

Nearly every one of these combinations is improved by the addition 
of a Tremolo. Without a Tremolo the different octaves of the combina* 
tions are too distinctly audible; but with a Tremolo, which acts as a 
'* tone-color mixer," the several octaves are so blended together that 
one hears only the composite tone-color. This composite tone-color is 
quite different from the effect of the several octaves, which are so dis- 
tinctly audible when a Tremolo is omitted. 

In three of the above combinations, an feline is included. Although 
this stop is so soft that its addition to most combinations has practi- 
cally no effect, in these particular combinations it adds a pleasing effect, 
by supplying a very soft ground-tone of 16 and 8 ft pitch, with the aid 
of the 16 ft. Coupler. 

In quite a number of organs, the Sw. organ contains a Rohr Floete 
8 ft. instead of a Gedeckt or St Diapason; and in some other organs, 
there is a Rohr Floete 4 ft instead of a Flauto Traverse 4 ft Some of 
the combinations of the above list are effective with the substitution of 
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these stops, but frequently this substitution renders the combinations 
objectionable. If these Rohr Floetes are full-fledged Rohr Floetes, with 
inharmonic overtones more or less pronounced, many of the specified 
combinations, in which these stops are substituted, will not be pleasing; 
but if the Rohr Floetes are only slightly modified Gedeckts, though 
labeled ^ Rohr Floete,'' the combinations will be acc^table. 

Third Use of the Octave Couplers 

The octave couplers can be used with much effect to modify the tonci of 
solo combinations of reed-tone, string-tone, or of combinations of both 
reed and string^tone. This use of the octave couplers is especially popular 
with many organists, some of whom rarely use these couplers in any 
other manner. A solo combination of reed-tone or string-tone is much 
strengthened by the addition of the 16 ft. Coupler, provided the solo 
does not run into the two lower octaves of the manual. Besides being 
strengthened, the tone of the combination sounds more dignified with 
this coupler added. On the other hand, the addition of the 4 ft. Coupler 
adds power and brilliancy, but reduces the dignity of the combination. 
Almost any combination of 8 ft. reed-tone or string-tone with a 4 ft 
Flute-tone stop sounds well with a 16 ft. Coupler added. If, instead of 
combining a 4 ft. Flute-tone stop with the reed-tone or string-tone com- 
bination, one uses an 8 ft. Flute-tone stop, the effect' (with the addition 
of the 16 ft. Coupler) is not quite so pleasing, as the sub-octave of the 
8 ft Flute-tone somewhat unbalances the desired predominance of the 
reed-tone or string-tone. This is best illustrated on a staff as below: — 




At A, the whole note represents the 8 ft string-tone and the black 
note repres^its the 4 ft Flute-tone. As this Flute-tone is generally 
softer than the 8 ft string-tone, the black note is smaller than the whole 
note. At B we see the result of the addition of the 16 ft Coupler. At 
C, the whole note also represents the 8 ft string-tone and the black note 
repres^its the 8 ft Flute-tone. As the 8 ft Flute-tone is nearly as 
loud as the 8 ft string-tone, both notes are of the same size. At D, is 
indicated the result of the addition of a 16 ft Coupler. A comparison 
of B and D shows to the eye the difference in the audible effect of these 
two combinations. 



A Partial List of Effective Solo Cobirinations, With the Aid of 

THE 16 FT. Coupler 



Oboe 

Cornopean 

Voiz&leste 



with 16 ft Coupler 
with 16 ft Coupler 
with 16 ft Coupler 
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Salidonal or Viol d'Orehestre with 

Vox Humana with 

Oboe and Gedeckt with 

Cornopean and Gedeckt with 

Salidonal or Viol d'Orchestre and Gededct with 

Voix Celeste and Gededct with 

Vox Humana and Gededct witli 

Oboe and Flute 4 ft. with 

Cornopean and Flute 4 ft with 

Salidonal or Viol d'Ordieatre and Flute 4 ft with 

Voix Celeste and Flute 4 ft with 

Vox Humana and Flute 4 ft. with 

Oboe, Gededct, and Flute 4 ft with 

Cornopean, Gededct, and Flute 4 ft with 
Salidonal or Viol d'Orehestre, Gededct, and 

Flute 4 ft with 

Voix Cdeste, Gededct, and Flute 4 ft with 

Vox Humana, Gededct and Flute 4 ft. with 

Oboe, Vox Humana, and Flute 4 ft with 

Oboe, Sal. or Viol d'Orchestre, and Flute 4 ft with 

Oboe, Voix Celeste, and Flute 4 ft with 

Oboe, Gededct, Vox Humana, and Flute 4 ft with 
Oboe, Gededct, Sal. or Viol d'Orchestre, and 

Flute 4 ft with 

Oboe, Gededct, Voix Celeste, and Flute 4 ft with 
Vox Humana, Sal. or Viol d'Orchestre, and 

Flute 4 ft with 
Vox Humana, Gededct, Sal. or Viol d'Orchestre, 

and Flute 4 ft with 

Vox Humana and Voix Celeste with 

Vox Humana, Voix Celeste, and Gededct with 

Vox Humana, Voix Celeste, and Flute 4 ft with 
Vox Humana, Gededct, Voix Celeste, and Flute 

4 ft with 

Cornopean and Oboe with 

Cornopean and Viol d'Ordiestre with 

Cornopean and Voix Celeste with 

Comoi>ean and Vox Humana with 

Cornopean, Oboe, and Gedeckt with 

Cornopean, Oboe^ and Viol d'Orchestre with 

Cornopean, Oboe, and Voix Celeste with 

Cornopean, Oboe, and Vox Humana with 

Cornopean, Oboe and Flute 4 ft with 

Cornopean, Viol d'Orchestre, and Flute 4 ft with 

Cornopean, Voix Celeste, and Flute 4 ft. with 

Cornopean, Vox Humana, and Flute 4 ft with 

Cornopean, Gedeckt, and Viol d'Orchestre with 

Cornopean, Gedeckt, and Voix Celeste with 

Cornopean, Gredeckt, and Vox Humana with 

Cornopean, Voix CSeste and Vox Humana with 

Cornopean, Oboe, Gedeckt, and Viol d'Orchestre with 

Cornopean, Oboe, Gedeckt, and Voix Celeste with 

Cornopean, Oboe, Gedeckt, and Vox Humana with 

Cornopean, Oboe, Gedeckt, and Flute 4 ft. with 
Cornopean, Oboe, Viol d'Orchestre, and Flute 

4 ft with 

Cornopean, Oboe^ Voix C61este, and Flute 4 ft with 

Cornopean, Oboe, Vox Humana, and Flute 4 ft with 
Cor., Oboe, Gedeckt, Viol d'Orchestre and Flute 

4 ft with 

Cor., Oboe, Gedeckt, Voix Celeste and Flute 4 ft with 



6 ft 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft 



Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 



6 ft. Coupler 

6 ft. Coupler 

6 ft Coupler 

6 ft. Coupler 

6 ft. Coupler 

6 ft Coupler 

6 ft Coupler 

6 ft. Coupler 
6 ft Coupler 

6 ft Coupler 

6 ft. Coupler 
6 ft. Coupler 
6 ft. Coupler 
6 ft Coupler 



6 ft 
6 ft. 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft. 
6 ft 
6 ft 
6 ft 
6 ft 
6 ft 



Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 



6 ft. Coupler 
6 ft Coupler 
6 ft Coupler 

6 ft Coupler 
6 ft Coupler! 
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Cor., Oboe, Gedeckt, Voiz Celeste, Vox Humana, 

and Flute 4 ft with 16 ft. Coupler 

Clarinet with 16 ft. Coupler 

Clarinet and Melodia (or Concert Flute) with 16 ft. Coupler 

Clarinet and Flute 4 ft. with 16 ft. Coupler 

Clarinet, Melodia and Flute 4 ft with 16 ft Coupler 

Cor., Oboe, Gedeckt, Vox Humana, and Flute 4 ft with 16 ft Coupler 

(Note: The above combinations are generally unsatisfactory below 
middle C, and sound better above f^ than below.) 

It will seem, at first glance over the above list, that the difference 
between many of the combinations is hardly distinguishable. On some 
organs, this is true: e. g., if the Cornopean is very loud and out of pro- 
portion with the balance of the stops in the Sw., a majority of the com- 
binations, which contain this stop, will sound so nearly alike that one can 
hardly distinguish them. If, however, this stop has a tone proportionate 
to that of the other stops in that manual, it will be easy to distinguish 
between all the combinations: e.g., between the Cornopean alone, and 
the Cornopean combined with an Oboe; between the Cornopean, Credeckt, 
and Vox Humana, and the Cornopean, Voix Celeste and Flute 4 ft, etc. 

There are but a few organs on which every one of the above list of 
combinations sounds satisfactory. A certain group of combinations 
is especially attractive on one organ, and an entirely different group of 
combinations is especially effective on another organ. Although the list 
is long, it is by no means complete, as no attempt has been made to 
have the list exhaustive. 

With many of the combinations indicated in the above list, a 4 ft 
Coupler can be substituted for the 16 ft Coupler. This substitution, 
however, does not change the tone-quality of the combination, but ren- 
ders it an octave higher: e. g., an Oboe and Flute 4 ft, with a 4 ft 
Coupler, produces the same resultant tone as an Oboe and Flute 4 ft, 
with 16 ft. Coupler, if one plays an octave higher on the latter combino' 
tioTL Obviously, if one plays in the same octave, with the 4 ft. Coupler, 
the effect is different from the combination with the 16 ft Coupler, 
though the real tone-color remains the same. 

In most of the combinations of the above list, the 4 ft Coupler can be 
added to the 16 ft Coupler, rendering the tone louder and more brilliant 
With those combinations which contain a Flute 4 ft, it is doubtful if 
the addition of the 4 ft Coupler is desirable, as the effect is generally 
unpleasant 

A further variation of these solo combinations can be produced by 
substituting a Bourdon 16 ft for the 16 ft Coupler. The 4 ft Coupler 
can be used in addition to the Bourdon, with those combinations' which 
do not contain a Flute 4 ft 

The 16 and 4 ft couplers, between two manuals, have their own distinct 
usages. Besides being used, in a general way, to add power and volume 
to a manual, by coupling the octaves of another manual, these couplers 
are convenient for special effects. When the organist desires a combina- 
tion of two tone-colors, of different pitch, each of a certain power, which 
cannot be obtained on one manual, he frequently can obtain the desired 
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combination from two manuals, with the aid of the 16 or 4 ft. couplers 
between those manuals; e.g.f draw Doppel Floete 8 ft on the Gt., 
Oboe on the Sw., with Sw. to Gt. 4 f t. Coupler. If one plays on the Gt. 
an octave lower than the music is printed, this combination produces a 
solo effect which is entirely different from any combixiation which can be 
obtained on the Sw. Again, draw Gt. Doppel Floete, Ch. Clarinet, and 
Ch. to Gt 16 ft Coupler. A solo played on the Gt gives a combination 
of Clarinet 16 ft and Doppel Floete 8 ft, which is entirely different from 
Clarinet and Hohl Floete or Concert Flute of the Ch. Lastly, draw Gt. 
Doppel Floete, Sw. Flauto Traverse 4 ft, and Sw. to Gt 4 ft Coupler. 
An obligate played on the Gt, with this combination, gives 8 and 2 ft 
Flute-tone. The 2 ft tone can be made louder or softer as desired, by 
opening and closing the swell. Many other combinations, of a similar, 
special character, can be obtained by the aid of the 16 and 4 ft. couplers 
between two manuals. 

In modem organs, a mechanical stop, frequently called a " Coupler," 
is named ** Unison Off.'' This mechanism first appeared in this coun- 
try as ''Great Organ Separation," and was generally a piston that 
cut out all the stops of the Gt organ, when this piston was " off." Now- 
a-days, a separate stop, piston, or tablet, for ** Unison Off " is provided 
for each manual, in many large organs. This mechanism, while not, 
strictly speaking, a coupler, is used only in connection with the Couplers. 
Its object is to silence the unison pitch of the manual, leaving in opera^ 
tion only such couplers (16 and 4 ft) as are drawn. By its aid, the 
organist can arrange special combinations of 16 and 4 ft pitch, or 8 and 
2 ft pitch; e. g., if a Gedeckt is drawn, with 16 and 4 ft Couplers, three 
Gedeckt pipes (16, 8, and 4 ft pitch) sound with each key. If the 
** Unison Off " is in operation, the unison pitch is silenced, and only the 
16 and 4 ft pitch of the couplers sound with each key. If a Flauto 
Traverse 4 ft is drawn, with 16 and 4 ft Couplers, and the ** Unison 
Off " is in operation, a combination of Flauto Traverse 8 and 2 ft. is the 
result, as the 4 ft pitch is silenced. Any 8 ft stop can be used alone, 
as a 4 ft stop, by drawing the 4 ft Coupler and ** Unison Off "; and 
any 4 ft. stop can be used alone, as an 8 ft stop, by drawing the 16 ft 
Coupler and " Unison Off." 

It will thus be seen that a great variety of combinations can be pro- 
duced with the aid of the 16 and 4 ft couplers; but the organist must 
use discretion in making up the combinations, as many unpleasant ef- 
fects will be produced if he combines stops and couplers at random. The 
16 ft couplers should rarely be used when the' combination contains a 
16 ft stop and the harmony runs low. The 4 ft couplers frequently 
produce harsh effects when 4 ft. stops are included in the combination; 
especially if reed or string-tone stops are included, and the music runs 
high. Furthermore, the effect of all the combinations depends as much 
on the character of the music which is played on the combinations, as 
upon the combinations themselves. I reiterate over and over again that 
the relative power of the individual stops in each organ has much to do 
with the effect of all combinations of stops and couplers. 



CHAPTER VI 

COMBINATION MOVEMENTS 

CoBfBiNATiON Movements (thumb pistons, pedals or pedal studs) are 
mechanical appliances which are placed in organs for two purposes: 
First, for changing various groups of stops, collectively, without the 
necessity of removing the hands from the keys for the purpose of 
manipulating the draw-stops. Second, for changing large groups of 
stops with one motion of either hand or a foot, irrespective of whether 
or not the hands are removed from the keys. Various kinds of combina- 
tion movements are found in existing organs, though several kinds are 
practically obsolete, being found only in very old organs. 

List of Combination Movements 

Combination Pedals 

1. Fixed combinations, movable, single-acting. 

2. Fixed combinations, movable, double-acting. 

3. Fixed combinations, non-movable, locking down. 

4. Adjustable combinations, non-movable, locking down. 

6. Adjustable combinations, non-movable, mutually-releasing. 

6. Adjustable combinations, movable (double-acting). 

Combination Pistons 
(Thumb Pistons) 

7. Fixed combinations, non-movable, non-releasing. 

8. Fixed combinations, non-movable, mutually-releasing. 

9. Adjustable combinations, non-movable, mutually-releasing. 

10. Adjustable combinations, movable (double-acting). 

Pedal Pistons oe Studs 

11. Pedal duplicate of No. 8. 

12. Pedal duplicate of No. 9. 
18. Pedal duplicate of No. 10. 

** Adjustable ** combination movements are those which can be '' set ** 
or ** adjusted ** at the pleasure of the organist, either at the console or 
within the organ case. 

** Fixed ** combination movements are those which cannot be changed 
or ** adjusted " by the organist. 

'^ Single-acting " pedals move the draw-stops in only one direction, 
either all out or all in. 

'^ Double-acting " pedals or pistons give the specific combination of 
stops by drawing the necessary stops and pushing in such other stops 
as happen to be '' out" 

'^ Movable '* combination pedals or pistons move the draw-stops and 
in modem organs are necessarily ** double-acting.'' Recently, ^ Movable 
Combinations " have been termed ** Absolute Combinations.'' 
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'' N(m-moTabl6 " (also called ** Immovable '' and '' Dead ") combinatioii 
pedals or pistons have no effeet on the draw-stops. Recently, ** Non- 
movable Combinations ** have been termed ** Dual Combinations." 

Combination Pedals which ^lock down" serve to continue their 
specific combinations until the pedal is released. They have no effect 
on the draw-stops and are not affected by other pedals or pistons. 

'^ Mutually-Releasing " pistons or pedals release each other, the one 
pushed last remaining ^ on." In some organs the thumb piston remains 
''in" until released by another piston or by the ''Zero Piston." In 
other organs the thumb piston springs back to its normal position when 
the thumb is removed from the piston, although the combination remains 
"on" until released. (Special "Combination Indicators" are gen- 
erally provided in organs which have the last-named style of combina- 
tion movements.) A separate piston called " Release " or " Zero Pis- 
ton " releases any combination which is " on " in that department (Gt., 
Sw., Ch., etc.), and another piston called " Double Release " or " Double 
Zero " releases all the combinations in all the departments at once. 

Two other kinds of "Releases" are found in various organs. A 
thumb piston labeled " Pedal Release," in combination with the systems 
numbered 7 and 8 in the above table, puts off the Umd pedal stops that 
are brought on by any piston, without affecting the manual stops that 
are brought on by the piston. A "Combination Pedal Release" is a 
mechanical pedal which releases all combination pedals that are locked 
down. 

The old-style combination pedals (Nos. 1 and 2) are found only in 
very old organs that have mechanical stop-action. Old organs that have 
"tracker-pneumatic" action (in contradistinction to "tubular-pneu- 
matic" or "electro-pneumatic" action) generally contain combination 
pedals of the style numbered 3 in the above table. 

The earliest combination piston (No. 7) had a "fixed" combination 
and the piston remained " in " until released by a small auxiliary piston 
which was located beside the combination piston. This style of com- 
bination piston is likewise found only in very old organs. 

Modem combination movements (pistons or pedals) may be classed 
as either " fixed " or " adjustable," and " movable " or " non-movable." 

The "adjustable" combination movements (pistons or pedals) are 
universally preferred to the "fixed" combination movements. There 
is, however, a wide diversity of opinion among organists on the relative 
merits of the " movable " and " non-movable " combination movements. 

There are various methods of ttdjvsting the combinations on the pis- 
tons, according to the particular builder of the organ. If the combina- 
tion pistons are of the non-movable type, the combinations are frequently 
adjusted by means of thumb-keys in a " recorder-frame," which is located 
at a conveni^it point inside the organ, or located in two draws under- 
neath the draw-stop jambs at either side of the console. If the combina- 
tion pistons are of the movable type, the adjusting is generally effected 
at the console by means of an " adjuster piston " (or stop) . The desired 
combination is first drawn, and, while holding in the piston on which the 
combination is to be adjusted, the adjuster piston is pressed in. This 
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locks the combination on the particular piston which is held in. In some 
organs this process is reversed: i. e., after the desired combination has 
been drawn, the adjuster piston is pushed in and the combination piston 
is pushed last, which locks the combination on that piston. Another 
method of adjusting the cpmbinajdon is to hold in the piston while draw- 
ing the stops of the combination. In this method, the combination is 
automatically locked on the piston which is held in. 

Pedal studs, which are frequently duplicates of some of the thumb pis- 
tons, possess a certain amount of convenience, though, from their char- 
acter and position, many awkward and unintentional situations are 
sometimes caused. Their use requires the greatest caution, and special 
care must be exercised to avoid accidentally touching them with a foot 
at inopportune moments. 

The Sforzando (Sfz) is a combination pedal which brings on Full 
Organ with all couplers (with or without the Tuba according to taste) . 
It has no effect on the draw-stops and is therefore classed as ''non- 
movable." In some organs it locks down. In other organs it is ** revers- 
ible." 

Several other pedals and pistons, whose function is akin to that of 
the combination movements, are frequently classed with the combina- 
tion movements, although they control only individual stops instead of* 
combinations. A reversible pedal (or piston) which puts on or off the 
Gt to Ped. Coupler (generally named ** Gt. to Ped. reversible ") is fre- 
quently classed with the combination movements. Similar reversible 
pedals (or pistons) which operate the Sw. to Ped., Sw. to Gt., and So. 
to Gt. Couplers, or a Tremolo, are sometimes provided. 

The primary object of combination movements is to facilitate the 
changing of several stops at moments when the demand upon the hands 
in the performance of the music is such that insufficient time is avail- 
able to change the stops, one by one, by means of the draw-stops. Com- 
bination movements, therefore, enable the organist to quickly make 
changes of stops that would, otherwise, be impossible or that would 
cause awkward breaks in the flow of the music. 

The various uses of these combination movements are multitudinous, 
according to the size of the organ and the style of the composition which 
is being performed. Different organists use the various combination 
movements in quite a different manner. With modem organs, some 
organists obtain nearly all their stop changes by means of the com- 
bination movements, while other organists manipulate the draw-stops 
in conjunction with the combination movements and thus obtain a larger 
number of varied combinations. 

In old organs that have only the stereotsrped ** P. and F. Gt." combina- 
tion movements, the use of the combination movements is naturally 
limited, although by combining hand-manipulation of the stops with the 
combination movements the utility of the combination movements is 
frequently increased. In such organs, the F. Gt. combination pedal 
generally brings on all the stops of the Gt., although the Trumpet is 
frequently omitted, being out of tune or out of commission entirely. As 
an example, let us suppose that the organist is playing on the Sw. (the 
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eambiiiation ot stops is immaterial) » and has only the Dnlciana drawn 
on the 6t. A few measures later he desires Gt. to Oct. If the F. 6t. 
combination pedal does not bring on the Ped. Op. Diapason, the orgranist, 
while playing on the Sw., can put on Full Gt. by means of the F. Gt. 
combination pedal, and, at the instant that he changes to the Gt man- 
ual, he can put off the few undesired stops by the right hand. If the 
F. Gt. combination pedal brings on the Ped. Op. Diapason, the organist 
must make the two movements, suggested above, at the instant that he 
changes to the Gt. manual. 

In many of these old organs the P. Gt. combination pedal is ** single- 
acting," being available only to reduce from a larger combination to the 
P. combination. On such organs, if the organist wishes to add the 
Melodia (or Hohl Floete) to the Dulciana (or Keraulophon), which is 
already on, he can put down the F. Gt. i>edal, and immediately after- 
ward the P. Gt. pedal, thus obtaining the Melodia and Dulciana. Obvi- 
ously, this method is of no value, except when there is insufficient time 
to draw the Melodia by hand. 

In modem organs, in which the combination movements are thumb 
pistons with fixed combinations of the movable type, the combination 
pistons can be used, not only to give their specific combinations, but to 
'assist in obtaining othe^ combinations which are somewhat like the 
specific combinations. By putting on or off one or two stops, an instant 
after the specific combination is brought on by the piston, the desired 
combination can frequently be obtained: e. g., if a combination piston 
of the movable type brings on the Cornopean, Oboe, Violin Diapason, 
Gedeckt, Salicional and Flute 4 ft., and the organist does not wish the 
Cornopean or Violin Diapason in the combination, he can put off those 
stops by hand immediately after pushing the piston which brings on 
the whole combination. Again, if he wishes the Bourdon and the 
Flautino in addition to all the stops which are brbught on by the piston, 
he can draw those two stops by hand immediately after bringing on the 
whole combination by the piston. 

If the combination pistons are of the non-movable type, one can also 
use them to assist in obtaining combinations which are more or less un- 
like the specific combinations of the pistons. While one cannot put off 
any stop which is on by means of a piston of the non-movable type, one 
can add one or two stops to the combination of a piston which brings on 
a smaller combination, and thereby obtain the desired combination; e. g., 
consider the same two illustrations of the preceding paragraph. One 
cannot put off the Cornopean or Violin Diapason if it is brought on by 
a piston of the non-movable type, but the next smaller combination is 
frequently the 8 and 4 ft. stops without the Oboe or the Violin Diapason, 
and one can add the Oboe immediately after the smaller combination 
has been brought on. The Bourdon and Flautino can be drawn by addi- 
tion to the combination, the same as with the piston of the movable type. 

If the combination movements are ** adjustable ** instead of ^ fixed," 
it is unnecessary to make use of the plan suggested in the two preceding 
paragraphs. The desired combinations can be adjusted on the pistons 
if the organist so desires. 
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The adjustable feature ef modem combination movements is a great 
adjunct, though its use by different organists is of a widely varsing 
character. When giving an organ recital on a modem organ which 
contains numerous adjustable combination pistons, some organists adjust 
all the principal combinations of each composition just before playing 
the composition. Other organists adjust most of the combination pis- 
tons to general combinations just b^ore beginning the program, and re- 
adjust only a few pistons during the program for certain radically 
different combinations as occasion requires. The latter method has the 
advantage that the organist can associate certain combinations with 
certain pistons, and thus avoid the necessity of charging the mind with 
numerous changes of combinations on these pistons, at the beginning of 
each composition. 

It is not necessary, nor is it advisable, to adjust beforehand every 
combination of stops which is to be required in playing a certain com- 
position. Oftentimes, it requires less effort (physical and mental) to 
make certain changes of stops by means of the draw-stops at the re- 
quired moment, than to adjust the combination on a piston beforehand, 
remember the number of the piston, and to operate the piston at the 
required moment. Undoubtedly, there are certain changes of stops 
which cannot satisfactorily be made by means*of the draw-stops. With- 
out question, these changes should be adjusted on the pistons as required. 

Each organist uses certain combinations of stops as a basis in plan- 
ning his registration; although this basis may differ a great deal with 
different organists. Certain general combinations are used many times 
by every organist in the course of a recital. If these combinations are 
adjusted on some of the pistons at the outset, and the other pistons are 
reserved for the special combinations which are required only occa- 
sionally, the necessity for adjusting a large number of pistons before 
playing each composition is absent. In this manner the long delays 
between the compositions of a program, which the audience is sometimes 
compelled to endure, may be avoided. 

Many modem organs contain from twenty to f orty» or even more com- 
bination movements. (Pistons, pedals and pedal studs are frequently 
found in the same organ.) When the young organist has occasion to 
play an organ of this character, he should study the combinations as 
he finds them. If necessary he should write down upon a piece of paper 
the combination of stops which is on each combination move- 
ment Familiarity with the tone-color of each stop, as explained in the 
previous chapters, will enable him to determine the stops which are 
included in the combinations. With care and a little experience, he can 
soon get a bird's-^e view (so to speak) of all the combination move- 
ments, so that he can proceed intelligently with the selection of com- 
binations for the compositions which he is to play. 

Further suggestions for the use of the combination movements may 
be found in the chapters devoted to the registration of individual com- 
positions on specific organs. 



CHAPTER Vn 

THE GRAND CRESCENDO 

A Grand CroBcendo is a mechanical ajyplianoet operated by meaiia of 
a shoe similar to, and located beside, the balanced swell pedals, which 
brings on some of the couplers and nearly all the speaking stops (one at 
a time), from the softest to the loudest, thus producing a crescendo 
from the softest stop to the Full Organ. The reverse process releases 
the stops (one at a time) and produces a diminuendo. In modem tubu- 
lar and electric organs, the mechanism of the Grand Crescendo is ex- 
tremely simple. The crescendo can be made as slowly as desired or in- 
stantly; it can be halted or reversed at any point; in fact, the control 
of the crescendo is absolute. 

The selection of the progressive order of the stops in the Grand 
Crescendo is of vital importance. Theoretically, there is but one entirely 
satisfactory order for the Grand Crescendo in each organ, though the 
order is different in different organs. In planning the order of the 
stops for a Grand Crescendo, one should keep in mind the object, nature, 
and use of the appliance. The primary object of the Grand Crescendo 
is to bring on the stops progreanvely, one at a time, from the softest to 
the loudest. Many of the best crescendos in organ music are made in an 
entirely different manner from the progressive order of a Grand Cres- 
cendo. This, however, has no influence on the specific order of stops 
which should be selected for the Grand Cresc^ido. 

In most three-manual organs, it is possible to draw the stops one at a 
time (while holding a single chord), in such a progressive order. that 
the crescendo is even and gradual, from the softest stop to the Full 
Organ. Naturally, the swell pedals must be operated judiciously in 
connection with such a crescendo, to avoid the sudden increase of power 
when some louder stops are first added. If i^e progressive order of the 
stops for the Grand Crescendo is planned in this manner, and the swell 
pedals, which cannot be controlled by the Grand Crescendo, are operated 
judiciously by the organist in the middle of the crescendo, an even and 
gradual crescendo will be produced by the Grand Crescendo. 

The position of the couplers in the order of the stops is of no less 
imiK>rtance than tiie position of the speaking stops. In some Grand 
Crescendos, all the unison couplers are brought on in a bunch at the 
first move of the Crescendo shoe. If one uses the Crescendo only when 
playing on the Gt., this plan is unobjectionable; but the presence of the 
Gt. to Fed. Coupler at the outset proves to be an annoyance if one is 
playing on the Sw. or Ch., while using the Grand Crescendo. 

To illustrate the various points mentioned above, I give the progressive 
order of the stops in a Grand Crescendo, as arranged in a certain three- 
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mftTiTiftl organ which I have in mind. The relatiYe power and intensity 
of such stops as the SaUcional, Cornopean, and all the 4 ft stops, varies 
in different organs, and frequently causes a change of the position of 
these stops in the Crescendo. 

Pbogbessive Ordes of the Stops foe a Grand Cbescemdo in a Thbee- 

IfANUAL Organ wfth 86 Speakino Stops 
(Sw, and Ch. swells closed at the outset) 

Sw. to Gt, Ch. to Gt., and Sw. to Ped. 

Sw. ^oline and Bourdon Bass 

Ch. Dulciana 

Sw. Salicional 

Ped. Bourdon 

Sw. Gedeckt (St. Diapason) 

Sw. Violina 4 ft. 

Sw. Flute 4 ft 

Ch. Melodia 

Sw. Diapason 

Ped. Gedeckt 8 ft. 

Sw. Ohoe 

Open the Sw. swell one half 
Ch. Flute d'Amour 

Open the Ch. swell one half 
Sw. Viol d'Orchestre 

Open the Sw. swell wide 
Gt Doppel Floete 
Gt Gamha (old style) 
A — Ch. Diapason 

Gt Flute Har. 4 ft 
Sw. Cornopean 
Ped. Violone 

Sw. Bourdon Treb. and Flsotiiio 
B — Sw. Dolce Comet 

Open Ch. swell wide 
Ped. Cello 
Gt. Diapason 
Gt to Ped. 

Ped. Diapason (16 ft.) 
Gt Octave 
C — Gt 16 ft Diapason 
Ped. Flute 8 ft 
Ch. Piccolo 
Gt 12th and 15th 
Gt Mixture 
Gt Trumpet 

Note: The following stops are purposely omitted from the Grand 
Crescendo: Vox Humana, Voix Celeste, Clarinet, and Tremolos; Sw. to 
Ch., Ch. to Ped., and all Sub and Super Couplers. 

Note: Obviously, this order cannot be followed in every organ with 
the same specification, although it is satisfactory in this particular organ. 

A Grand Cresc^ido is useful, in its entirety, to gradually increase the 
volume of tone from any particular combination to the Full Organ. In 
the reverse order, it is useful to gradually reduce the volume of tone 
from Full Organ to whatever combination has been previously prepared. 
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This imrticiilar Grand Crescendo can be used as far as the point in- 
dicated by ^ A " while playing on the Sw. or Ch. without the intrusion of 
any objectionable stop. It can be used on the Sw. as far as the point 
indicated by ^ B ** (Full Sw.) without the intrusion of the Gt. to Fed. 
Coupler. It can be used as far as the point indicated by **C** for the 
combination, Gt. to Octave, Full Sw., Couplers and appropriate Fed. 
Obviously, it can be used in any position while playing on the Gt., as a 
partial crescendo or as a crescendo to the Full Organ. 

The above Grand Crescendo is useful for various purposes besides 
producing a crescendo. If one wishes to add the Sw. to Gt. or the Sw. 
to Fed., while playing, a slight movement of the Grand Crescendo brings 
on these stops without adding any other stop. If one is playing on the 
Sw. with Salicional (or Voix Celeste or Oboe) and Flute 4 ft., and 
desires to add the Gedeckt without removing the hands, a slight move- 
ment of the Grand Crescendo adds that stop. If one is playing on the 
Sw. Credeckt and Flute 4 ft. and wishes to add the Salicional, it can be 
added by a slight movement of the Grand Crescendo. If one is play- 
ing the accompaniment to a solo combination, on the Ch. Dulciana, and 
wishes the Melodia for a few measures, the Grand Crescendo up to that 
point will add that stop. 

If one is about to play a March or other movement which requires 
F Gt, Full Sw., F Fed., Gt. to Fed. and Sw. to Gt, for the first section; 
and Oboe, Gedeckt, and Flute 4 ft. in the Sw., Dulciana in the Ch., and 
Bourdon in the Fed., without any coupler, for the second section; the 
stops which are required for the second section can be drawn at the 
outset, and the Grand Crescendo opened to the iK>int indicated by '' C " in 
the above order. The entire change of stops for the second section can 
then be secured by closing the Grand Crescendo. 

In some organs of this size, the 16 and 4 ft. Couplers are included in 
the Grand Crescendo. If the organ also contains a SFZ pedal, the 16 
and 4 ft Couplers are generally connected with that pedal and omitted 
from the Grand Crescendo. The Grand Crescendo is thus used a great 
deal for a Full Organ pedal. 

If the Grand Crescendo, at its various stages, does not give the specific 
combinations which the organist wishes, the Crescendo should be com- 
bined with the piston combinations or with the individual stops which 
can be drawn by hand. 

If the Grand Crescendo is so arranged that it brings on Full Sw. and 
Full Ch., before bringing on any stop in the Gt; or if it brings on the 
Gt. to Fed. Coupler at the outset; or if the order of the stops is such 
that certain stops come on too early to produce a gradual crescendo; the 
utility of the appliance may be somewhat restricted, but the organist 
must use his ingenuity to devise a method of avoiding the objectionable 
features of the individual Grand Crescendo. He can make a liberal use 
of its good features and will soon discover roundabout methods of 
obtaining his desired combinations and effects. 
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BORROWED STOPS — DUPLEXED AND UNIFIED CHESTS 

A '^BoBBOWED Stop" is a second draw-stop, by means of which the 
individual stop whose^ name it bears can be played from some other key- 
board than the one with which its first draw-stop is primarily connected, 
without the assistance of a coupler. It is of the nature of a ^ Special 
Coupler/' which couples one specific stop to some other keyboard, without 
including any of the other stops of its own department which would be 
included by a regrular coupler. 

As an example, the Sw. Bourdon 16 ft is frequently ^ borrowed " in 
the Pedal organ, by means of a second draw-stop labeled, ** Ped. Lieb- 
lich Bourdon 16 ft." This ** borrowed " stop enables the organist to use 
the 80 (or 32) lower pipes of the Sw. Bourdon as a soft Ped. stop 
(softer than the regular Ped. Bourdon). Unlike the Sw. to Ped. Coupler, 
which produces the same result, if the Bourdon alone is drawn in the 
Sw., this ^borrowed" stop does not prevent the organist using any or 
all of the Sw. stops at the same time, in whatever manner he may desire. 

In modem organs, various individual stops are frequently " borrowed " 
on other manuals. Furthermore, all the stops of a manual are sometimes 
** borrowed " on another manual; i. e., a duplicate set of draw-stops is pro- 
vided for the second manual, so that any one or all of the stops may be 
played independ^itly from tiie second manual. When all, or nearly all, 
the stops of one manual are ** borrowed " on another manual, the manual 
is said to be '^ duplexed " or provided with a " duplex chest." Sometimes, 
such a chest is called a ''unified chest," but this term more properly 
signifies that all the stops on that chest can be played, by means of 
separate draw-stops, from each of the other manuals, as well as from 
the PedaL 

Borrowing stops from one department for another department of the 
organ, under eertain KmitatianB, is convenient, advantageous, and com- 
mendable. It should, however, be used only when necessary, and should 
be carried out with a keen sense of the value of individual and dis- 
tinct tone-colors, and their imi>ortance on the different manuals. Bor- 
rowing the 16 ft. Bourdon of the Sw., to supply a 16 ft. Lieblich Credeckt 
in the Ped., is always commendable, and cannot cause any annosring 
complications; but borrowing the 16 ft. Ped. Bourdon for a 16 ft. Quin- 
taton on the Gt. (in the alraence of any other 16 ft stop on the Gt) 
seems to me to be questionable. In the first case, the pipes of the Sw. 
Bourdon, which are utilized in the Ped. Lieblich Bourdon, are the 30 
(or 32) lower pipes, and their use as a Ped. stop does not interfere with 
any passage work which is played on the Bourdon with other stops in the 
Sw. In the second case, the pipes of the Ped. Bourdon, which are hemg 
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played on the Gt manual, as the borrowed stop caUed '^ Qnintaton," 
cause many sil^it notes in the Ped. phrases, and this is generally very 
annoying. 

** Borrowing *' or ** Dnplezing " is utilized to advantage in small or- 
gans, where either insufficient space or insufficient funds make it nec- 
essary. In such instances, it is a convenience which enables the organist 
to use separate stops and groups of stops on two manuals at the same 
time, thus permitting a greater variety in his registration than would 
be possible without the borrowed stops. 

A stop which is ** duplexed " for two manuals is not ^ just as good " 
as two separate stops, though, by a little compromising, it can occasion- 
ally be made to answer for the two stops. ** Borrowing ** or ** Duplex- 
ing" never increases the size of an organ, notwithstanding the addi- 
tional draw-stops, which frequently mislead the unwary. The small boy 
who changes a dime into two nickels may feel that in the two coins 
he has more money than in the one coin. The two nickels, oftentimes, 
are more convenient than a dime (especially in a telephone booth), but 
they are never " more money." " Borrowed " or ** duplexed " stops are 
similar. They are a convenience but they never make ** a larger organ." 

In larger organs, some forms of ''duplexing" are very convenient. 
An Echo organ, with a duplex chest, can be used like a smaU two-manual 
Echo organ. The Chimes, if borrowed on a second manual or on the 
Pedal, have their utility much increased. The 16 ft. Duldana in the Ch., 
when borrowed, is a useful Ped. stop. 

Unfortunately, ** duplexing " or *' borrowing " is sometimes carried to 
the extreme. If a Tuba of the Solo organ is borrowed in the Gt. and is 
called ''Trumpet"; is borrowed in the Sw. and is called "Oboe"; is 
borrowed in the Ch. and is called " Clarinet "; is borrowed in the Ped. 
and is called "Trombe," — all these separate borrowed stops using the 
same single set of reed pipes, — it seems to me that such " borrowing " is 
ad Tiatiaeam. The stop is the same Tuba in each case and, if borrowed 
on several manuals, ought not to be called by radically different and im- 
proper names. 

If a small Swell organ which contains three speaking stops (Gedeckt, 
Salicional and Flute 4 ft.) and the usual 16 and 4 ft* Couplers is duplexed 
so as to be played also from the Gt., the following combinations for solo 
and accompaniment are possible: — 

Solo on Gt Gedeckt Accompaniment on Sw. Salicional 

Solo on Gt. Flute 4 ft Accompaniment on Sw. Salicional 

or Gedeckt 
Solo on Gt. Gedeckt and Flute Accompaniment on Sw. Salicional 

or Gedeckt 
Solo on Gt Gedeckt and Salicional Accompaniment on Gt Gedeckt or 

Salicional 
Solo on Gt Salicional and Flute Accompaniment on Sw. Gedeckt or 

Salicional 
Solo on ^. Gedeckt and 4 ft. Accompaniment on Gt Gedeckt or 

Coupler Salicional 

Solo on Sw. Salicional and 4 ft. Accompaniment on Gt Salicional 
Coupler or Gedeckt 
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Solo on Sw. Flute 4 ft and 16 ft. 

Coupler 
Solo on Sw. Flute with 16 and 4 

ft. Couplers 
Solo on Sw. Ged., Sal. and 4 ft. 

Coupler 
Solo on Sw. Ged., Sal. and 16 ft. 

Coupler 
Solo on Sw. Ged., Sal. with 16 and 

4 ft. Couplers 
Solo on Sw. Ged., Flute and 4 ft. 

Coupler 
Solo on Sw. Ged.y Sal. and 4 ft. 

Coupler 
Solo on Sw. Sal., Flute and 16 ft. 

Coupler 
Solo on Sw. Ged., Sal., Flute and 

16 ft. Coupler 
Solo on Sw. Ged., Sal., Flute and 

4 ft. Coupler 
Solo on Sw. Ged., Sal., and Flute 

with 16 and 4 ft Couplers 



Accompaniment 

Salicional 
Accompaniment 

Salicional 
Accompaniment 

Salicional 
Accompaniment 

Salicional 
Accompaniment 

Salicional 
Accompaniment 

or Gedeckt 
Accompaniment 

or Gedeckt 
Accompaniment 

or Gedeckt 
Accompaniment 

or Gredeckt 
Accompaniment 

or Gedeckt 
Accompaniment 

or Gedeckt 



on Gt. Gedeckt or 
on Gt Gedeckt or 
on Gt. Gedeckt or 
on Gt Gedeckt or 
on Gt Gedeckt or 
on Gt Salicional 
on Gt Salicional 
on Gt. Salicional 
on Gt. Salicional 
on Gt. Salicional 
on Gt Salicional 



In several of the above combinations one stop is drawn on both 
manuals. With such combinations the organist must not play passages 
which include the same notes in both solo and accompaniment. 

Note: The practical use of a duplexed Swell organ in registration k 
more folly illustrated in Chapter XVUI. 



CHAPTER IX 

ECHO ORGANS AND ANTIPHONAL ORGANS 

An ** Echo Organ " is, theoretically, a few stops enclosed in a swell- 
box, so located in some remote part of the church, or hall, that a distant 
e£fect is produced when these stops are played. By common consent, a 
Swell organ of any number of stops, which is located some distance from 
the main organ (frequently at the other end of the church) , is called an 
^ Echo Organ," for want of a more appropriate term, even if only a few 
real ^ echo effects " are possible on such an organ. 

In organ music, the occasions when a bona fide ** echo ** is desired are 
rare, and such an echo is frequently best produced by the ^oline (or 
softest stop) in the Sw. organ; but many charming effects of distant 
music, or of music from different locations, can be produced with the aid 
of the so-called ** Echo Organs." 

The stops which are most commonly found in real ^ Echo Organs " 
are as follows: — 

A very soft string-tone stop: e. g., a Muted Viol, with or without a 
Celeste rank to produce a very soft Viol Celeste. 

A soft Dulciana (''Dolce"), with or without a "sharp rank" to 
produce an Unda Maris. 

A soft Lieblich Credeckt 8 ft., sometimes slightly modified and called 
"Pern Flute." 

A soft 4 ft Flute d'Amour or Wald Floete. 

A Vox Humana, and occasionally Carillons and Chimes. 

The larger so-called ''Echo Organs" are, frequently, similar to 
medium-sized Swell organs, and contain, in addition to the above list of 
stops, a 16 ft. Lieblich Bourdon, Diapason, Oboe, soft Mixture, and 
various special stops. 

Grenerally, the stops in both kinds of echo organs are voiced with a 
distinctly different tone-quality from that of similar stops in the main 
organ: e. g., many org^ans have a Vox Humana in the Sw. and a second 
Vox Humana, of a different quality, in the Echo organ. 

The principal use of the echo org^an is for sections and phrases of 
compositions, which are suitable for distant effects. The return of a 
quiet theme or section of a composition is frequently very effective if 
played on a soft combination in the Echo organ. Repetitions of phrases, 
if not too loud, are sometimes effective when played antiphonally. Bona 
fide echo ^ects are sometimes possible. One common use of the Echo 
organ requires special consideration: viz., using the Echo org^an and the 
main organ at one and the same time. The various ways in which this 
18 possible are as follows: — 
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A solo on the Sw. or Ch., with accompaniment on the Echo. 

A solo on the Echo» with accompaniment on the Sw. or Gh. 

Chords or a melody on the Echo, with an obligate on the Sw. or Ch. 

Chords or a melody on the Sw. or Ch., with an obligato on the Echo. 

The two organs (Sw. and Echo) coupled together. 

If the Echo organ is so located that the relation of its tone to that of 
the Sw. organ has practically the same angle for the audience that it 
has for the player, the player's ears are a sufficient guide in choosing the 
registration for the above combinations of the Echo and Swell organs. 
If, however, the audience sit between the main organ and the Echo 
organ, L e., the Echo organ is at the other end of the church from the 
main organ, the organist must remember that the relative power of the 
two departments of the organ is materially different in the ears of those 
who sit near the Echo organ from what it is in his ears. To be more ex- 
plicit, if the organist plays a solo (R. H.) on the Echo Vox Humana, and 
an accompaniment (L. H.) on the Sw. Gedeckt, the relative power ol the 
two stops may be satisfactory to the player, but those of the audience who 
sit at the back of the church (near the Echo organ) cannot hear the ac- 
companiment at all, as the nearness of Vox Humana causes it to sound 
80 much louder than the distant Credeckt that the latter is practically in- 
audible to those who are sitting near the Echo organ. If the larger part 
of the audience is sitting near the Echo organ, the organist must reg- 
ulate the power of the accompaniment (in the above illustration) so that 
it sounds much louder to him than the Vox Humana. If the larger part 
of the audience is sitting near the main organ, he must regulate the 
IK)wer of the accompaniment so that it sounds well-balanced in his own 
ears. If the audience is evenly distributed between the two departments 
of the organ, the organist should regulate the relative power of the two 
stops for the centre of the church, which means that the accompaniment 
must sound a little too loud to the player. 

One especially effective combination of the Echo organ coupled to the 
Swell organ, both hands being played on the Swell, consists of the Echo 
Vox Humana coupled to the Sw. Voix Celeste; the two swell pedals 
being so manipulated that part of the time the tone of the Vox Humana 
predominates and part of the time the tone of the Voix Celeste pre- 
dominates. This effect is similarly obtained by coupling the Sw. and Ch. 
together and was frequently used by Mens. Alex Guilmant in playing 
his Elevation in A-flat. 

Antiphonal Organs: Many of the large Metropolitan churches con- 
tain two distinct, good-sized organs, one at either end of the church, 
with which innumerable antiphonal effects (loud and soft) are possible. 
Many of these churches originally possessed only a fine old organ in the 
west gallery. The advent of chancel choirs necessitated chancel organs, 
with which the old gallery organs have been electrically connected. As 
the console is generaUy located near the chancel, the gallery organ is 
frequently called the ^Antiphonal Organ," even if it is considerably 
larger than the chancel organ. Quite a number of entirely new organs 
of this character have been built in recent years. Oftentimes, tiiese 
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^ Antiphonal organs ^ are complete in themselveB, and an entire recital 
can be given on them, played from the console at the chanceL 

The selection of the r^ristration for an ** Antiphonal organ " is sub- 
ject to the same influences which obtain in all organs of its sice, with 
the addition that personal taste and judgment must be exercised in 
selecting on which organ the various sections of the compositions shall 
be played. In many comi>ositions, the first or main theme can be played 
on the main organ, and the second theme played on the antiphonal organ. 
Returning to the main organ for the return of the first theme, the climax 
can be played on both organs coupled together. If the composition is 
made up of several short phrases the phrases can be played alternately 
on the main and the antiphonal organs. Frequently, the best contrast 
is obtained by playing a whole composition on the antiphonal organ after 
the preceding composition (or part of the service) has been played on 
the main organ. Frequently, a Fugue can be rendered effective by play- 
ing the ** exposition " of the Fugue on the antiphonal organ and playing 
the entrance of the several voices in the ** recapitulation " on the main 
organ. 



CHAPTER X 

COMBINING ORGAN STOPS 

Aftes the young orsranist has become familiar with the properties and 
characteristic tone-color of the individual organ stops, he will be well 
repaid, if he becomes equally familiar with the theoretical effect which 
the tone of each stop exerts on the tone of each other stop, in com- 
bination. 

The question is occasionally asked: ''Is it worth while for the 
student to devote much time and thought to the thsory of stop com- 
binations, in view of the fact that many combinations sound so differ- 
ently on different organs?" It seems to me that the organist who is 
thoroughly familiar with the theory of stop combinations has, at the 
outset, a larger grasp of the possibilities of any organ, in the way of 
tonal coloring, than he who relies wholly on a '^ hit or miss '' method of 
''trying" the stops at random. While theory and practice do not al- 
ways go hand in hand, a full knowledge of the theory not only explains 
the tonal effects of the combinations, be they good or bad, but assists 
the student in his endeavor to overcome the bad effects of some com- 
binations, which, theoretically, ought to be pleasing. Furthermore, a 
familiarity with the tone of organ stops, and the influence of the various 
tone-colors in combination, gives the student a larger power of differ- 
entiation, in selecting his tonal combinations, and withal enables him 
to vitalize some combinations which, otherwise, would sound character- 
less. 

When two organ stops are combined, the resultant tone is influenced 
by one or more of four distinct factors or elements, which contribute 
to produce the resultant tone: first, by the primary quality of tone of 
the individual stops (Diapason, Flute, String or Reed) ; second, by 
certain si>ecific acoustical principles which vary even in different stops 
of the same fundamental quality of tone (open and stopped pipes, har- 
monic stops, and stops which have certain overtones suppressed or over- 
developed) ; third, by the relative power of the two stops; and fourth, 
by the relative pitch of the two stops (16, 8, 4, and 2 ft. stops). If we 
combine a Flute-tone and a string-tone stop, each of which is of 8 ft. 
pitch, and the two stops have exactly the same power, only the first 
two of the above mentioned factors exert any influence on the resultant 
tone of the combination. Furthermore, the second of the four factors, 
in this particular case, may happen to be very small. In this event, the 
resultant tone of the combination possesses hardly any pleasing char- 
acter. Such a combination is sometimes found in old two-manual or- 
gans. In such organs, we occasionally find in the Gt. a mediocre Melodia 
(or Hohl Floete), whose tone is " tubby " rather than beautiful. In the 
Sw. we may find a Gamba, the tone of which is raspy rather than 
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stringy, and is slow and uncertain in both sx^eech and pitch. These two 
stops in combination produce a resultant tone which is far from beauti- 
ful, being devoid of any attractive character. 

On the other hand, let us combine an Oboe and a Flauto Traverse 4 ft, 
in a modem organ. The two stops have different fundamental tone- 
qualities (reed and Flute) ; they are of different power (the Flute 
generally being about a third softer than the Oboe) ; the overtones of 
the two stops are pronounced but are entirely unlike; and the two stops 
are of different pitch (8 and 4 ft.). All four of the factors, to which 
reference has been made, are present, and produce a resultant tone which 
has definite character and is pleasing. 

To consider a more extreme example, let us combine a Vox Humana 
with a soft Bourdon 16 ft., and observe the result. First, we have in 
this combination reed-tone and Flute-tone; second, the Vox Humana is 
rich in overtones, while the Bourdon, with its stopped pipes, produces 
only the even-numbered overtones; third, the Bourdon is softer than 
the Vox Humana; fourth, the stops are of different pitch. The resultant 
tone has a most pronounced character and is generally very pleasing 
(above tenor G). 

Thus will it be observed that the character of the resultant tone of 
combinations of stops is more pronounced and, withal, more attractive, 
if three or all four of the above named factors are present in the com- 
bination. 

In combining three or more stops, the same principles hold true; and, 
with a due regard for the influence of these four factors, we can build 
up composite tone-color of much character and beauty. 

In registration, certain stops are used singly as well as in combina- 
tion. Although single stops cannot correctly be called ** combinations,'' 
it is frequently necessary to so class them; for example, if a Gedeckt and 
a Violina are used for one phrase, and a Salicional alone for the follow- 
ing phrase, reference is made to the contrast ** of these two combina- 
tions." There seems to be no way of avoiding this seeming inconsistency, 
and common custom (with long usage) justifies its continuance. 

In combining the stops, more particularly the soft stops, the greatest 
variety of combinations, and I may say many of the most effective com- 
binations, are obtained by combining stops of different pitch. While 
combinations of two or three stops of the same pitch — e. g.. Oboe and 
Gedeckt; Salicional and Gedeckt; Vox Humana and Salicional — are gen- 
erally effective and satisfactory, one can obtain more varied and possibly 
more pleasing combinations of tone-color by combining an 8 ft. stop with 
a 4 ft. stop, both stops being of the same or different fundamental qual- 
ities of tone. Examples : — 

8 ft. Flute-tone with 4 ft. string-tone. 

8 ft. Flute-tone with 4 ft. Flute-tone. 

8 ft. string-tone with 4 ft. Flute-tone. 

8 ft. string-tone with 4 ft. string-tone. 

8 ft. reed-tone with 16 or 4 ft. Flute-tone. 
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Oeea8ionally» 8 and 4 ft Flute-tone stops do not combine well; e. g.» 
we occasionally find, as stated elsewhere, a Rohr Floete of the original 
type, which is so voiced that the " inharmonic overtones " (see page 30) 
peculiar to this stop, are quite prominent. Such a stop does not combine 
well with a Flauto Traverse 4 ft., as the overtones of the two stops 
''quarrel.'* If such a Rohr Floete is used with an Octave Coupler, 
chords in close position sound out of tune. This peculiarity of the Rohr 
Floete is frequently covered up if an additional 8 ft stop is used in the 
combination. 

As already stated, one of the important factors which influence the 
resultant tone of combinations is the relative power of the stops. Dif- 
ferent stops of the same fundamental quality of tone, and even of the 
same specific name, vary in intensity, and the resultant tone of com- 
binations is more or less modified by this difference in intensity. 

Let us consider, for a moment, the stops of a well-regulated Swell 
organ, for an illustration, and let us use the numerals 1 to 18 to indi- 
cate the relative power of the several stops. This will give a table 
somewhat like the following. (The ^oline is frequently so extremely 
soft that one cannot accurately indicate its power in such a table, but 
this point is immateriaL) 



16 ft Bourdon 6 

8 ft Open Diapason 14 

8 ft Viol d'Orchestre 10 

8 ft Voix Celeste 12 

8 ft Salicional 6 

8 ft.Gedeckt 8 
8 ft ^oline 1, %, or ^ 



4 ft. Flauto Traverse 


6 


4 ft Violina 


3 


2 ft Flautfno 


3 


Dolce Comet 


5 


8 ft. Cornopean 


18 


8 ft Oboe 


12 


8 ft. Vox Humana 


8 



In this connection, I may say that the relative power of the tone of the 
different stops in a manual, especially the power of the 4 ft stops, com- 
pared with the power of the 8 ft stops, is much under-estimated. Some 
organ builders consider the 4 ft stops only as factors in supplying the 
necessary amount of tone in the 4 ft octave, for the sole purpose of 
building up the volume of the tone in the loud combinations and in the 
Full Organ. The importance of the 4 ft stops, in their combinational 
use, is much greater than in their use in very loud combinations. 

With this table in view, the relative power of the stops in a few two- 
stop combinations can be indicated as follows: — 



Gedeckt 


(8) 


and 


SaUcional 


Credeckt 


(8) 


ti 


Flauto Traverse 


GedecM 


(8) 


u 


Violina 


Salicional 


(6) 


u 


Flauto Traverse 


Salicional 


(6) 


€t 


Violina 


Bourdon 


(6) 


a 


Violina 


Bourdon 


(6) 


** 


Flauto Traverse 


Oboe 


(12) 


it 


Credeckt 


Oboe 


(12) 


a 


flauto Traverse 


Vox Humana 


(8) 
(8) 


ti 


Credeckt 


Vox Humana 


u 


Flauto Traverso 



(«) 

(6) 

(8) 
(6) 
(8) 
(8) 
(6) 
(8) 
(6) 
(8) 
(5) 



COMBINING ORGAN STOPS 08 

Vox Humana (8) and Bourdon (6) 

Voix Celeste (12) ** Godeckt (8) 

Voix Celeste (12) *" Flanto Traveno (5) 

It will be observed tiiat in all tiiese combinations the principal stop is 
louder than the secondary stop. If the secondary stop is louder than 
the principal stop, the combination is generally unsatisfactory and should 
not be used. The author has played Swell organs, of which a compara- 
tive table like the above would rank the Flauto Traverse 10, the Bour- 
don 9» the Violina 9, and the Vox Humana 8. On these organs the fol- 
lowing combinations were unsatisfactory and practically intolerable: — 

Salidonal (6) and Flauto Traverse (10) 

Gedeekt (8) ** Violina (9) 

Vox Humana (3) <' (Sedeckt (8) 

Vox Humana (8) ^ Flauto Traverse (10) 

Vox Humana (3) ** Bourdon (9) 

From the description of the tone of various stops, and the tonal 
effects which are produced by the addition of certain fundamental 
tone-colors to the same or other tone-colors (see table on the following 
page) , the student ought to be able to formulate the tonal effect which is 
produced when several stops are combined. Having observed that the 
combination of a Credeckt and a Salicional produces a composite tone of 
string and Flute quality, without any si>ecially distinctive character; and 
having observed the characteristics of such stops as the Flauto Traverse 
4 ft., the Violina, the Oboe, and the Diapason; the student should know, 
without trying the combinations, that the addition of a Violina to the 
above combination adds a little delicate brilliancy; that the addition of a 
Flauto Traverse 4 ft. adds more pronounced brilliancy, with an improved 
deflniteness of pitch; that the addition of an Oboe gives firmness and a 
further increase of power and volume. 

If the indicated registration calls for an Oboe and a Flute 4 ft. for 
a solo combination, and this combination, on the organ on which the 
student is playing, is weak and ineffective, he should remember that the 
addition of a keen, string-tone Salicional or a Viol d'Orchestre intensi- 
fies the tone-color of the solo combination, and makes it more effective. 
He should remember that the addition of a real Voix Celeste increases 
the power and vitality of the combination; that the addition of a 
Gedeekt makes the tone rounder and fuUer, but covers up part of the 
real Oboe quality. He should remember that, if all these added stops 
are insuffici^it, he can add, as a last resort, the Diapason, although 
he should be conscious that the tone of this stop will overshadow the 
Oboe quality in the solo combination. 

If the student^ when plashing on a certain organ, observes that the 
Vox Humana and Flute 4 ft, which are indicated in the printed regis- 
tration, are unsatisfactory, on account of the preponderance of the 
tone of the Flute, he should understand that an 8 ft. stop must be added. 
If he wishes to retain the approximate character of the Vox Humana, 
he should add a Voix Celeste or at least a Salicional. If the only 8 ft. 
stop that is available is a Gedeekt, he must add that stop, although he 
knows that it will overshadow the Vox Humana quality. 
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If the student wishes to obtain a large volume of strins: tone» sug- 
gestive of the combined strings of the orchestra, he must first draw 
the Gamba of the Gt, the Voix Celeste of the Sw., the Viol d'Amour of 
the Gh., and the Sw. to Gt and Ch. to Gt. Couplers. In all probability, 
he will feel that something is wanting in this combination of string-tone 
stops, as the tone does not meet his expectation. If there is a Gamba 
Celeste in the Solo organ, he can couple this stop to the Gt. To fur- 
ther increase the intensity of the combination, he can add a soft Oboe 
and Flauto Traverse of the Sw. These two stops are not string-tone 
stops, but the Oboe possesses some of the characteristics of the string- 
tone stops, and the Flauto Traverse sharpens the combination; hence, 
these two stops help to intensify the combinational tone. Lastly, the 
addition of a Vox Humana, as a ^timbre creator," will add a little of 
the vitality which is so noticeable in the combined strings of the or- 
chestra. 

In this manner, the student can select and build up the larger com- 
binations from YdB knowledge of the tonal influences of the individual 
stops. 

In large churches and halls, very soft stops and small combinations 
of stops are frequently inadequate, as their tone is nearly inaudible in 
part of the auditorium. Under such conditions it is necessary to en- 
large the combinations. A passage of music which, under ordinary 
circumstances, sounds well as a solo, played on an Oboe and Flauto 
Traverse, with the accompaniment played on a Dulciana, when played 
in a large church or hall may require the addition of a Cornopean and 
iwssibly a Viol d'Orchestre for the solo, and the addition of a Melodia 
or other 8 ft. Flute for the accompaniment. Other combinations must 
likewise be enlarged for such auditoriums. 

Combinations with REasD-ToNS Stops 

Many of the old-style reed-tone stops are so coarse in tone-quality, 
and so uncertain in speech and pitch, that it is frequently necessary to use 
an 8 ft. Flute-tone stop with the reed-tone stop. It is unwise to use an 
old-style Oboe alone, as some of the pipes frequently have the unfortu- 
nate habit of not speaking or of ** breaking " into one of the overtones 
— sounding some note other than the one desired. By combining a St. 
Diapason with such an Oboe, the roughness of the reed-tone is some- 
what disguised, and the player is fairly sure of producing a tone of 
correct pitch with each note that is played. 

Most modem reed-tone stops are practically free from these short- 
comings, and do not require the assistance of 8 ft Flute-tone stops. A 
modem Oboe is such a fine example of the perfection of reed voicing 
that it can be used alone, as a solo stop or in harmony. However, 
other stops are frequently combined with the Oboe, each for some spe- 
cific reason, as follows: — 
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Ck>BfBINATIONS WITH AN OBOB 

1. To BtrengQaein the tone, and yet preserve much of the character- 
istic tone-color of the Oboe, add Salicional, Viol d'Orchestre, or evra a 
Voix Celeste. 

2. To broaden the tone and to make it rounder and fuller, somewhat 
at the expense of the real Oboe quality, add a Gedeckt, or other 8 ft. 
Flute. 

3. To make the tone heavier — more bulky, so to speak — add a 
Diapason. 

4. To make the tone louder (approximately), add a 4 ft Coupler. 
This addition sometimes produces a harsh effect. 

5. To make the tone more cutting and definite, add a Flauto Traverse, 
or some other 4 ft. Flute. 

6. To make the tone heavier and more dignified, add a 16 ft. Coupler. 
Note: Obviously, the tone which is produced by the Oboe pipes is 

not varied any by the addition of these stops, but the resultant tone of 
the combinations may be described as above. 

Needless to say, further modifications of the tone of an Oboe are 
produced by adding two or more stops, the effect being a combination of 
the effects already described; for example: — 

1. An Oboe, Voix Celeste, Flute 4 ft. and 16 ft Coupler, produce a 
combination of reed-tone and string-tone, dignified by the 16 ft Coupler, 
and brightened by the 4 ft. Flute. 

2. An Oboe, Gedeckt, and Flute 4 ft. produce a round, full tone, in 
which the tone of the Oboe is less pronounced. 

3. A composite solo combination, having a little of tlie volume, 
warmth and flexibility of the tone of a violin, used principally between 
C and c^, may frequently be obtained by combining the following stops: — 
Oboe, Cornopean (if not too coarse and strong), Voix Celeste, Vox 
Humana, Flute 4 ft, and Tremolo. If the music is mostly above c<, the 
16 ft Coupler can be added with good effect. 

Combinations with a Cobnofean 

What has already been stated relative to the effect which is produced 
by combining certain stops with an Oboe, may be repeated for a Cor- 
nopean; with the exception that the greater power and volume of the 
tone of the Cornopean lessen the influence of the si>ecific stops, when they 
are combined with it, and in a few cases, completely cover up the tone 
of some of the added stops. 

CoiCBmATIONS WITH A VOX HUMANA 

The stops most frequently combined with a Vox Humana are the 
Gedeckt (St Diapason), Flauto Traverse or other 4 ft Flute, Salicional, 
Voix Celeste, and Bourdon 16 ft. A Vox Humana is frequently added to 
other combinations, when its own special character is partially over- 
shadowed, being merged in the resultant tone. 
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1. A Gedeckt, combined with a Vox Humana, coven up some of the 
distinctive reed-tone quality of the Vox Humana, but produces a fnlter 
tone than the following: — 

2. A Flauto Traverse 4 ft., combined with a Vox Humana, preserves 
the distinctive quality of the Vox Humana, but makes the tone more 
cutting and pronounced. 

8. A Voix G^este, combined with a Vox Humana, gives a rich com- 
bination of reed and string-tone. Obviously, if either stop is much louder 
than the other, its tone will predominate. 

4. A soft Bourdon 16 ft., combined with a Vox Humana, produces 
a somewhat mysterious effect, which is often pleasing, when used between 
c^ and c*. 

5. Other combinations of a more composite character are: — 
Vox Humana, Voix G^leste and Flute 4 ft 

Vox Humana, Gedeckt and Flute 4 ft. 

Vox Humana, Voix G^leste and Bourdon 16 ft. 

A 16 ft Coupler can be used with all the above combinations, espe- 
cially for solo purposes, except those combinations which contain a 
Bourdon 16 ft. 

Individual opinions of such combinations as those just mentioned 
differ. Some writers go so far as to state that a Voix Celeste must 
never be added to such combinations as those above. With all due 
deference to those who differ with me, it seems to me that we can look 
to the orchestra for many examples where the strings are used in similar 
combinations. 

COICBINATIONS WITH A CLABINET 

The distinctive tone-quality of a Clarinet is such that only 8 and 4 ft 
Flute-tone stops can be combined with it without destroying some of its 
tone-quality. While string-tone stops are occasionally combined with a 
Clarinet, the real Clarinet-quality of tone is overshadowed in such com- 
binations, unless the tone of the string-tone stops is quite soft The 
most usual combinations are: — 

Clarinet and Gedeckt Fuller than a Clarinet alone. 
Clarinet and Melodia (Hohl Floete). Somewhat heavy. 
Clarinet and Flute d'Amour (or Flauto Traverse 4 ft). Sharp 

and clear. 
Clarinet and Soft Doppel Floete. Heavy but effective. 
Clarinet Ch., Doppel Floete or Melodia Gt., Ch. to Gt 16 ft 
Coupler. 

The last combination is a good solo combination when played on the Gt 

Combinations with a Tbumfet 

The tone of a Trumpet is a powerful and thin reed-tone; generally too 
thin^ in proportion to its power, to be used alone. Hence, a Diapason 
8 ft is generally combined with it A strong-toned 8 ft. Flute is gen- 
erally beneficial, and the addition of a 4 ft Harmonic Flute brightens 
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the resultant tone. For £:reater reed-power» in the absenoe of a Tnba, the 
Trumpet is generally re-enforced by all the 8 and 4 ft. stops of the Gt. 

Ck>MBIKATIONS FOB THE ACCOMPANIMENT OF SOLO COMBINATIONS 

In small organs, the number of stops and combinations which are 
suitable for the accompaniment of solo combinations is limited. The 
Dulciana of the Ch. or Gt is frequently the only stop which is available 
for the purpose of accompansring a solo on the Sw. In larger organs, 
especially if the Ch. is in a swell-boz« one can use the 8 ft Flute (Melo- 
dia, Hohl Floete» or Flauto Traverse). A Flute d'Amour 4 ft can also 
be used alone, playing an octave lower. If there is a Viol d'Amour 8 ft 
or a Gemshom 8 ft, either stop is suitable for soft accompaniments. 
A 4 ft Fugara or Violina in the Ch. can also be used, if one plays an 
octave lower. For louder accompaniments on the Ch., more stops must 
be used, sometimes including the Diapason (Geigen Principal). 

For soft accompaniments played on the Sw. more combinations are 
available. The softest stop, ^oline, Dolce or Dolcissimo, if used alone, 
is generally too soft for an accompaniment If the 4 ft Coupler is 
used with it, this stop is sometimes sufficient for an accompaniment of 
the softest solo stop of the Ch. The Salicional alone, unless it has a 
very pungent string-tone, is available. A Gedeckt alone can be used 
for a short time only, as the ear tires of its cloying character, when this 
stop is used alone for a long time. A Gedeckt (or Rohr Floete) and a 
Salicional, a Gedeckt and a Flute 4 ft. or a Gedeckt and a Violina, are 
most serviceable combinations for P accompaniments. When more 
power is required, the Diapason or even the Oboe can be added. One 
or two of the 8 ft stops with a 4 ft Coupler also give a good Mp ac- 
companiment 

In addition to the above combinations, one frequently finds it desir- 
able to use such stops as a Voix C61este or even a Vox Humana for ac- 
companiments. These stops either alone or in combination give a 
striking character to the accompaniment which is pleasing and fre- 
qu^itly necessary. Short repeated chords do not sound well on such 
combinations, but accompaniments, which are somewhat melodic in 
themselves, require definite character in the combination, and sound well 
on the combinations named. 

For loud accompaniments, all the 8 and 4 ft. stops with the Oboe, and 
even the Full Sw., can be used with good effect. On the Gt, if the ac- 
companiment is sustained in character, a Doppel Floete, or a Gross 
Floete can be used for a few measures. If more power and body are 
required, a Gamba or a Harmonic Flute can be added. 

For very heavy accompaniments to the solos on the Gt. Fidl Sw., or 
Full Ch. (without Clarinet), or even the two combinations with Sw. to 
Ch. Coupler, are serviceable. 

Combinations of (Composite Tone 

Thus far, only combinations of distinctive tone-color have been 
treated. For many compositions, and for many passages in other com- 
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poBiti0ii89 such cambinations are unsatisfactory. Louder, foUer, and 
larger combinations are necessary. These larger combinations are 
generally called ^ Chorus Combinations *'; the power and volume being 
more important than the distinctive tone-color. In fact, many stops of 
several qualities of tone have a tendency to destroy the distinctive color 
of most of the individual stops. A few of the more conmion ^ Chorus 
Combinations'' are: — 

Sw. All the 8 and 4 ft. stops, without reeds. 

Sw. All the 8 and 4 ft. stops, with Oboe. 
Sw. Full. 

Gt. All the 8 ft stops, without reeds. 

Gt. All the 8 and 4 ft. stops, without reeds (with or without a 16 ft. 
stop). 

Ch. Melodia, Diapason and Flute 4 ft. 

Ch. All the 8 and 4 ft. stops, without reeds. 

Apfrofbiate Pedal Combinations 

'* Appropriate Pedal Combinations'* are a problem; partially because 
few organs have a sufficient number of stops in the Pedal department, but 
principally because theory and practice, in combining organ stops, can- 
not always coincide. If one is playing on a Flute-tone combination of 8, 
or 8 and 4 ft. stops, the Pedal combination, theoretically, ought to be 
Flute-tone. For this purpose we use a Bourdon, with an 8 ft. Gedeckt, 
or with a manual to Pedal Coupler. This is generally satisfactory. 

If one is playing on an 8 ft., or 8 and 4 ft.. Diapason combination, the 
Pedal combination, theoretically, ought to be 16 and 8 ft. Diapason- 
tone. The 16 ft. Diapason in the Pedal organ is frequently too loud 
and ponderous for many manual Diapason combinations, and the Dul- 
ciana 16 ft is too soft. Therefore, we are compelled to use 16 and 8 ft 
Flute-tone (Bourdon and Credeckt), 16 ft Dulciana, 16 ft string-tone 
(Violone) and manual to Ped. Coupler, presuming that all the stops 
named are in the individual org^an. 

If one is playing on a string-tone combination, the Ped. 16 ft string- 
tone stop (Violone or Double Gamba) is much too heavy, except in 
those cases when the manual string-tone combination is loud, being re- 
enforced by other stops. For the string-tone combination, we more fre- 
quently use (in the Ped.) the Bourdon 16 ft, with or without a Cello or 
Credeckt, and a manual to Ped. Coupler. A 16 ft. Dulciana is frequently 
included. 

If one is playing on a reed-tone combination, the ''appropriate Ped. 
combination " is, theoretically, a 16 ft. reed-tone stop (Double Bassoon 
or Contra Fagotto). Generally, neither of these stops, if used alone, is 
satisfactory for this purpose. If neither of the stops is in the organ, 
we are again compelled to use the 16 ft. Flute-tone (Bourdon) with or 
without a Cello (string-tone) or a Credeckt (Flute-tone), and a manual 
to Ped. Coupler. 

In selecting ''appropriate Ped. combinations" for the combination 
pistons or combination pedals, it is customary, first, to select a suffi- 
cient volume of 16 and 8 ft tone, principally Flute-tone; second* to add 
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as much ** appropriate tone " ba possible without making the Fed. com- 
bination obtrusive. With such a compromiser the player can add any 
special Ped. stop which is available for any emergency. 

For the softest Ped. passages, one must use the softest 16 ft Ped. 
stop which is available. In some organs, the Bourdon of the Sw. is 
** borrowed " in the Ped. as a ^ Lieblich Gedeckt." A few organs have 
a distinct Leiblich Bourdon 16 ft. which is not ^borrowed." In some 
other organs, the 16 ft. Dulciana of the Ch. is ^ borrowed ** in the Ped. 
In the abs^ice of each of these three stops, one can use the Bourdon 
Bass of the Sw. (if the stop is divided) with the Sw. to Ped. Coupler, 
in the passages which do not require other stops in the Sw. As a last 
resort, one must use the Ped. Bourdon 16 ft. If this is much too loud, it 
is frequently necessary to play the Ped. notes staccato. 

If the Pedal part is melodic, or is a moving bass part of the harmony, 
an 8 ft. tone must be added to the Bourdon, if possible; either a Ped. 
Gedeckt 8 ft, or a manual to Ped. Coupler. Likewise, if the Pedal part 
consists of short detached notes of some rhythmic importance, an 8 ft. 
tone is necessary, to give definiteness to both the rhythm and the pitch. 
In the absence of a Ped. Gedeckt, the Ch. to Ped. Coupler with the 
Melodia in the Ch. sometimes answers as a compromise. In two-manual 
organs, with the Melodia in the Gt, this compromise is rarely accept- 
able, as the Melodia is generally too powerful for such a purpose in 
such organs. A Cello 8 ft in tiie Ped. rarely answers for such pas- 
sages, as the tone of a Cello is somewhat hard and inflexible. 

As the manual combinations increase in power, more power is like- 
wise required in the Ped. part If the organ does not contain a number 
and variety of Pedal stops, the organist is frequently obliged to resort to 
numerous compromises. If the organ contains a Violone 16 ft in the 
Ped., this stop, with the Bourdon 16 ft. and Gredeckt 8 ft, with or with- 
out a manual to Ped. Coupler, answers for the MF Ped. combinations. 
One can occasionally strengthen the Ped. part by using two manual to 
Ped. Couplers, with such manual stops as are available; e.g., if one 
is playing on the Sw., with a fairly loud combination, and the Ped. 
combination, even with the Sw. to Ped. Couple, is inadequate, one can 
add the Ch. to Ped. (or Gt to Ped. in some two-manual organs), after 
drawing the Melodia in the Ch. (or Gt). Furthermore, a 4 ft Flute 
can sometimes be included in the €!h. (or Gt) combination. If one is 
playing the passage under consideration on the (}h., the Sw. to Ped. 
Coupler can rarely be used if the Oboe is on, as the tone of the Oboe 
in the bass octave (by means of the Coupler) is objectionable in the 
Ped. part 

For special solo passages in the Pedal part, one must generally ob- 
tain the desired tone-color by coupling manual stops to the Ped., 
though occasionally an 8 ft Flute, Cello, reed-tone stop, or Chimes, is 
available, and can be used as a distinct Ped. stop. Ped. combinations for 
specific passages are suggested in the chapters which are devoted to 
the registration of specific compositions. 
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Special Combinations 

Combinations of 16, S, 4, and 2 ft. Flute-tone are sometimes desirable, 
particularly in the upper octaves, for certain effects. In the Sw. organ, 
such combinations are obtained in four distinct ways, the resultant tone 
varying somewhat in each of the combinations, as follows : — 

1. Bourdon 16 ft., Gedeckt (St. Diapason) 8 ft., Flauto Traverse 4 
ft., and Flautino 2 ft. 

2. Bourdon 16 ft., Gedeckt 8 ft, Flauto Traverse 4 ft., and 4 ft. 
Coupler. 

3. Gedeckt 8 ft, Flauto Traverse 4 ft., Flautino 2 ft., and 16 ft. 
Coupler. 

4. Gedeckt 8 ft, Flauto Traverse 4 ft, with 16 and 4 ft Couplers. 
Combinations of 16, 8 and 4 ft string-tone can be obtained by using 

a Voix Celeste (or Salicional), Violina 4 ft. and 16 ft. Coupler; or 
Voix Celeste with 16 and 4 ft. Couplers. 

A few sparkling combinations of Flute-tone, for solo passages, played 
principally in the upper octaves, can be obtained by using: — 

1. Bourdon 16 ft, Flautino 2 ft, 4 ft. Coupler and Tremolo. 

2. Gedeckt 8 ft, Flautino 2 ft, 16 ft Coupler and Tremolo. 

3. Bourdon 16 ft. Flute 4 ft., 4 ft. Coupler and Tremolo. 

A delicate combination, somewhat suggestive of ^divided strings 
muted," may be obtained by using the ^oline, soft Violina 4 ft, 16 and 
4 ft Couplers and the Tremolo. 

In selecting combinations of stops for certain phrases of music, the 
student must always bear in mind that the tonal effect which is pro- 
duced by a certain phrase of music, when played on a selected combina- 
tion of stopSjt is governed largely by four conditions: 1. The necessary 
power. 2. The character of the phrase; whether it consists principally 
of repeated chords, arpeggios, runs, or is polyphonic in character. 
3. The rapidity of the consecutive tones. 4. The pitch of the major 
part of the phrase; i.e., whether the phrase is principally in the two 
middle octaves, in the two upper octaves, or in the two lower octaves of 
the manual. A combination of stops which soimds pleasing with re- 
peated chords played in the two middle octaves, may sound the reverse 
with arpeggios played in the two upper octaves. A combination which 
sounds pleasing with sustained chords played in the upper octaves, may 
sound very objectionable with the same sustained chords played in the 
middle octaves, and may prove intolerable if the phrase is played in the 
lower octaves. A few combinations are available for all of the above 
conditions. 

It will be noticed that many of the soft combinations, which contain 
a 16 ft. stop, are generally ineffective in the lower octaves, as the tone 
of the combination becomes more or less gruff as one approaches tenor 
C. It will be noticed that combinations containing a 4 ft. Flute fre- 
quently soimd shrill in the upper octaves. It will also be noticed that 
combinations which contain a 2 ft. stop (Flautino) sound better in the 
upper half of the keyboard than in the lower half, and are improved 
by the addition of a Tremolo, which serves as a ^^ tone-color mixer/' 
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Thomas EUiaton, a prominent English writer on organ subjects, has 
stated: ** Stop combinations are in reality problems in acoustics." In 
addition, one may say that combining organ stops is, to a certain ex- 
tent, analogous to mixing pigments on the painter's palette. The pri- 
mary tone-colors of the organ, like the primary pigments on the paint- 
er's palette, by themsehres, produce great contrasts; but the delicate 
shading in each case is obtained only by a judicious mixing of the 
primary colors, eiUier stops or pigments. 



CHAPTER XI 

INDICATING THE REGISTRATION 

While the selection of stops and combinations, for various phases of 
orsran compositions^ is a large part of the study of registration, the 
method of indicating the registration in printed organ music, and of 
interpreting the indications, is an important branch of the study. In 
indicating the registration one should keep in mind two important fea- 
tures: first, the desired combinations; and second, the best method of 
obtaining the specified combinations without disturbing the natural flow 
of the music. 

Many minute indications for the registration may seem superfluous 
to organists of experience, but I think that all organ instructors will 
agree that organ students are unable to register a composition by 
instinct They must acquire a taste and ability for such registration, 
and that ability can be acquired only through a careful study of the 
minute details of registration indications. The fact that organists 
are frequently unable to follow all the composer's registration indica- 
tions, on account of the difference in organs, does not seem to me to be 
any argument against the use of clear and definite indications. The 
organist certainly can obtain a better idea of the composer's intentions, 
and also is better able to adapt them to the organ on which he is playing, 
irrespective of its shortcomings, if the composer has placed definite 
registration indications in his composition. 

As the repertoire of organ music, with which an org^anist becomes 
equipped, generally consists of compositions which are published by 
American, English, French, and German publishers, it is necessary that 
organists should be familiar with the various terms and expressions 
which are used in the various countries to indicate the different key- 
boards. 

A COBfPARATIVE TABLE OF MANUAL AND PeDAL INDICATIONS 



Boglish Eng. Ger. 



Gennan 



Frencb 



Great (Gt) 


I 


II 


Hanptwerk (Hptw.) (H. W.) ' 
Hanptmannal (Hptm. ) ( H. M. ) 


Grand Orgne (G. 0.) 
(G.) 


Swell (Sw.) 


II 


III 


Oberweiik ( Oberw. ) ( Ob w. ) 

(O. W.) 
Schwellerwerk 


B6citit (Btelt.)(B.) 


Cfaolr (Ch.) 


III 


I 


Unterwerk (Unterw.) (U. W.) 

Bnckwerk (B. W.) 

Poeltlv 


POBltlf (P08.) (P.) 


Solo (Bo.) 


IV 


IV 


Solowerk 


Clayler dee Bombardes 


Bcho (Bch.) 


V 


V 


Bchowerk 




Pedal (Ped.) 




Pedal (Ped.) 


PMale (P«d.) 
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The English terms which are used to indicate the varioiu keyboards do 
not require any explanation. The use of Roman numerals for this 
purpose, which has been adopted by a few English, American, and 
German composers, is somewhat confusing, on account of the two 
different plans of aUotting the numerals which are in use. If the 
manuals are numbered according to the natural order of the manuals 
(first column of numerals in the above table), the plan is easily com- 
prehended, and the numerals indicate the same manuals whether the 
organ has two, three, or four manuals. If, however, the manuals are 
numbered from the lowest to the highest, irrespective of which manual 
is the lowest, considerable confusion is caused; as the numerals for each 
manual vary according to the number of manuals, and also according 
to whether the Gt. or the Ch. is the lowest manual. In a two-manual 
organ, by this plan, the Gt. is numbered ^^I," and the Sw. ''II." In 
a three-manual organ, if the Ch. is the lowest manual, it is numbered 
" I," the Gt. " II," and the Sw. " III." If the Gt. is the lowest manual, 
it is numbered ''I," the Sw. "II," and the Ch. "III." There does 
not seem to be any logical reason for the use of Roman numerals to 
indicate the manuals in English and American organ music. The 
abbreviations, Gt, Sw., Ch., etc., require no more space on the printed 
page than do the Roman numerals. They always indicate the same 
manuals, whether the organ has two, three, or four manuals, and cannot 
be misunderstood. 

After the specific terms for the indication of the various manuals have 
been decided, the position of the indications, with regard to the phrases 
and notes on the printed page, must be considered. The position of the 
manual indications ought to be so definite and clear that the student 
cannot possibly misunderstand the composer's intentions. Unfortunately, 
this is not always the case, and we find many vague indications. Ex- 
perienced organists can generally interpret the composer's intentions, 
but the student is frequently confused and misled, if the indications 
are not definite and clear. 

A single manual indication in the first measure of a conuposition (A, B, 
or C, in the illustration on the following page), obviously, indicates that 
both hands are to be played on the manual indicated, until a change of 
manual is indicated. The exact position of this manual indication 
(" Sw.") may seem immaterial, but the position at A is preferable. If 
a voice (or part) enters after the other voices, as at D, the single 
manual indication holds good just the same, though the addition of the 
pointers in E makes the indication clearer. 

In illustration F, it is perhaps obvious that both hands should be 
played on the Gt. If, however, the indication " Gt." were inserted at the 
first note of the L. H. part in both the second and third measures, any 
doubt in the mind of the student would be avoided. The indications for 
the two manuals in illustration G require no explanation. The position 
of " Sw." and " Ch." in the illustration is iiAmaterial. 

In some printed compositions, there are no manual indications at the 
beginning of the composition. Such omission, like the omission of all 
registration and the omission of all indications for the dynamics, necessi- 
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tates the exercise of individual taste, and no suggestions in the abstract 
can be formulated for such conditions. 

After the first measures of a composition, the indications for the 
manual changes are of various character, according to the conditions. 
Inserting the abbreviation of the name of the manual (Gt., Sw., Ch., 
etc.) at the particular point where the change of manuals is desired, if 




C i' ii rnrrn 



u 

B 



^ 



^ 



lA. 



m 



r 



i J J 



f r lir 



J i >J 



r r 



UJ^fJJ 



i 






£ 




that change is for both hands together, is occasionally sufficient, as at 
H and I, especially if there is a rest or a definite division between two 
phrases at the particular point. Otherwise, it is advisable to insert 
brackets or pointers connecting the manual indication with the particular 
note on which the change is to occur; as in illustrations J and E. 

In illustration L, on page 108, every organist naturally plays 
the first two measures with both hands on the Ch. In the third 
and fourth measures, students hesitate, and frequently play the R.H. 
on the Sw. and the L. H. on the Ch. Obviously, the composer intended 
both hands to be played on the Sw. If the manual indication (" Sw.'O 
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were placed between the staves, as in the first measure, the confusion 
would be avoided. 

In illustration M, the composer intended the L. H. melody of the 
second measure to be played on the Gt. and the R. H. on the Sw.; but 
students frequently play both hands on the Gt., particularly if the indica- 
tion '' Gt." is located midway between the staves. If the staves are some 
distance apart and ^'Gt.'' is placed near the lower staff, there is less 
liability of confusion. It seems wiser, however, to avoid the possibility 
of confusion by placing ^'Sw." under and over the upper staff at this 
point, or by inserting a pointer between ** Gt." and the voice to be played 
on that manual. 




In illustration N, many students play the second and third measures, 
with both hands on the Gt., the fourth measure with both hands on the 
Sw., and the sixth measure with both hands on the Gt. The composer 
intended the L. H. melody of the second and third measures to be played 
on the Gt., the R. H. remaining on the Ch. In the fourth measure the 
composer intended the R. H. melody to be played on the Ch. and the 
L. H. accompaniment to be played on the Sw. The composer's intention 
in the fifth measure is to play both hands on the Ch. The sixth measure 
obviously should be played the same as the second measure. It is a 
simple matter for a composer to indicate the manuals so that the 
intention cannot be misunderstood, and, while a few points may be 
taken for granted, it does not seem wise to leave room for any doubt. 
Oftentimes, the music-engraver fails to realize the importance of the 
exact pogition of the indications " Gt.," " Sw.," " Ch.," etc. However, 
the composer must assume part of the responsibility if he does not place 
clear and definite indications in his Ms. and insist on their exact repro- 
duction in the proofs. In illustration N, a part of the possible confusion 
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to avoided if " Gt." is placed belmo the L. H. itafl In tiie second and 
nxth meaouras; bat all pouibility of confnaion ia avoided if " Ch." I» 
alio placed above the upper staff in the fonrth and six meaauiea. 




Haviag considered the manoal indications, we most now torn our 
attention to the indications for changing the stops. To soy one who 
has examined much English and American organ music, it is apparent 
that there is an absence of any established system of indicating tiie 
stop movements. Different composOTS use different terms and ezpres- 
aions to Indicate the registration; and moreover, individtial composers 
frequently use different terms and expressions to indicate the same stop 
movement in a single composition. 

At tiie beginning of a composition many composers indicate tiie spedfie 
comUnations of stops which are first required on all the maauala and 
pedal; 9.g.: — > 
Pregiare: Gt to Octave. 

Sw. 8 and 4 ft. with Oboe. 

Ch. Helodia and Dnlciana. 

Fed. Diapason, Bourdon, and Gedeckt. 

Sw. to Gt, Sw. and Gt to Fed. 
The word "prepare" is optional and is frequentiy omitted. These 
Indications for tiie r^:istration reqnire no explanation. Some composers 
do not specify the combinations, but indicate only " F " and " P." Some 
composers indicate the manuals without naming any stops. Otiier 
composers, while specifying the combinations wMch they desire, indicate 
these combinations only in the measitres when they are required. The 
first plan mentioned above enables the performer to see at a glance 
Jnst which combinations he can prepare before beginning to pl^, and 
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frequently enables him to avoid one or two awkward changea during the 
progress of the composition. 

At the beginning of a composition, the music engraver can always 
allot sufficient space to clearly indicate the registration which the 
composer desires, but after the first measures there is frequently 
insufficient space available for the registration indications. To make 
the indications as brief as possible, composers have resorted to numerous 
expressions, as will be seen in the following list, each line of which is 
copied from some piece of printed music: — 

Sfbcimins of Rboistbation Indications 
(Selected from printed organ music) 






Add Flute ( Draw Sw. to Gt 

Flute off ] Put on Sw. to Gt. 

Open tiie Gamba ( Put in the Sw. to Gt. 

Snut the Gamba r Add the Bourdon 

Close t)ie Gamba J Remove the Bourdon 

St. Diapason out i Put back the Bourdon 

St. Diapason in I Thrust in the Bourdon 

r On Oboe f Put on the Ch. reeds 

Off Oboe J Fix Ch. reeds 

^ In Oboe 1 Put off Ch. reeds 

Retire the Oboe t Take off Ch. reeds 

{ Prepare the Oboe ( + Salicional 

( — Salicional 

The significance of each one of the above quotations is perfectly dear 
to any organist, but it is obvious that there is no tangible reason for 
retaining so many pairs of opposite indications, as each pair of indica" 
tions has the same significance. The indications ''on'' and "off"; 
"out" and "in"; "open" and shut"; "draw" and "push off," 
indicate exactly the same operations. Only one pair of such indications 
is necessary. The plus (+) and minus ( — ) signs, used to indicate 
the addition and subtraction of one or more stops, have the merit of 
clearness and brevity, but, for some reason, they have not become 
popular with organists. 

Organ builders and tuners use the single words " on " and " off " to 
indicate the position of a stop, and also for imperative directions when 
the "helper" is requested to "put on" or "put off" a stop. Some 
composers also use only these words to indicate stop changes; as " Oboe 
on " /sometimes " on Oboe ") and " Oboe off " (sometimes " off Oboe ") . 
The word "add" is oftentimes preferable to the word "on," as it 
gives a more definite and positive idea of the required registration; 
e. g., if the indication, " Sw. Oboe and Rohr Floete 4 ft" is followed by 
''Add Gedeckt," the organist clearly understands that a fuller and 
somewhat louder combination is to be obtained by adding the Gedeckt. 
If, however, the organist is obliged to use Oboe and Credeckt at the 
outset (instead of Oboe and Rohr Floete) , on account of some condition 
in the individual organ, the expression " Gedeckt on " seems superfiuous 
to him, as the Credeckt is already on. The expression "Add Gedeckt," 
in this particular case, is, in reality, just as superfluous as " Gedeckt 
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on,** but it conveys the idea that some stop ought to be ^ added,** and 
nine out of ten organists will add some stop, presumably the Salicional, 
if the Gedeckt is already on. Unfortunately, the word of opposite 
meaning, ** subtract," requires too much space in the printed page to be 
used for registration indications. The shortest word that is available 
for this purpose is ** off,*' There is the same objection to this word 
that there is to the word ** on,** but no other word has taken its place, 
and today, the most popular expressions to indicate ^putting on" or 
"putting oflf" a stop are "add" and "off"; as "Add Oboe," "Oboe 
off." 

Notwithstanding the lack of system which prevails, it is possible for 
the composer to partially systemize his registration indications, and 
thus eliminate a part of the existing confusion. If a specific combina- 
tion of stops is desired, eitiier at the beginning or in the middle of a 
composition, it is sufficient to name the stops desired; as, ^ Sw. Oboe and 
Rohr Floete 4 ft." This indicates a definite combination which the 
composer wishes. Obviously, substitutions are frequently necessary on 
different organs, but this fact has no influence on the meaning of the 
comiM>8er's indication. If, later, the Voix Celeste is to be added to the 
combination, it is sufficient to indicate, " Add Voix Celeste." If a stop is 
to be put off, it is sufficient to indicate " Rohr Floete off." If the com- 
bination is to be changed entirely, e. g., from " Oboe and Rohr Floete " 
to '^Vox Humana and Bourdon," the change can be indicated in two 
ways: first, by naming the desired combination, as " Sw. Vox Humana 
and Bourdon "; or second, by indicating the process of obtaining the new 
combination, as, "Oboe and Rohr Floete off, add Vox Humana and 
Bourdon." The first plan has the merit of brevity, though students 
frequently hesitate with such an indication. The second plan has the 
merit of definiteness, but it requires more space on the printed page 
than is sometimes available. 

EXFI4ANAT10N OF THE Most Common Registration Indications 

" FF Gt." Full Gt. In modem organs an appropriate Fed. combination 
is also drawn by the combination piston or pedal which draws Full Gt. 

^F Gt." The particular combination piston or i>edal which brings 
on all the 8 and 4 ft. stops of the Gt. (except reeds), with or without a 
16 ft. stop. In most modem organs an appropriate Fed. combination is 
included. In the absence of such a combination piston or pedal, the 
stops must be drawn by hand. 

Note: Many composers make a distinction between "Gt. F" and 
** F Gt." The former indicates any forte combination of stops which the 
player chooses to use. The latter refers to the particular combination 
piston or pedal which brings on aU the 8 and 4 ft. flue stops (with or 
without a 16 ft. stop) in the Gt. The same distinction exists between 
" Sw. F " and " F Sw.") 

In very old organs, tiie usual three combination pedals for the Gt. 
are labeled ** Forte,'* "Mezzo," and "Piano." In such organs the 
** Forte " pedal almost always brings on Full Gt. As the combination is 
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diitiiictly a fortiuimo ooiiibinatioii» ificlnding the Mixtures and Trumpet, 
the name of the i>edal eeems inappropriate. It certainly causes some 
confusion; e.g.9 if the dynamics of the composition call for a forte 
combination in the Gt.» one cannot use the ''Forte Gt^ combination 
pedal, as its combination is fortiaaimo. The ''Piano Gt'* pedal is, of 
course, correctly named. As the word "mezso" means "half ot 
" partial " and the " Mezzo Gt." i>edal brings on half of the Gt. stops, 
the name is nominaUy correct. However, in the dynamics of instrumental 
music, we use the word " mezzo " only in combination with " forte ** or 
" piajio," which gives us the terms, " mezzo forte ** and " mezzo piano,** 
Now, the "Mezzo Gt.'' combination pedal does not bring on a ** mezzo 
forte** combination. Hence, when the dynamic indication is ^MF,** 
one cannot use the ''Mezzo Gf combination pedal. If these three 
combination i>edals are named respectively, "Fortissimo Gt," "Forte 
Gt," and " Piano Gt," the names of the pedals correspond to the real 
character of liie combinations, FF, F, and P. 

" P Gt " Obviously, ^' P ^ indicates a piano combination on whichever 
manual is indicated, but a further meaning of the expression " P Gt." 
is generally intended. There may be several stops and combinations in 
the Gt, each of which is " piafio,'* but there is generally one stereotyped 
combination which, by long usage, has received the name " P Gt" and is 
controlled by a piston or pedal which is called " P Gt" If the piston or 
pedal is of the " movable " tjrpe, it both draws and puts off the stops so 
as to give the required combination. If the pistons or pedals are " adjust- 
able" the organist generally adjusts one piston or pedal to draw this 
combination. In two-manual organs, the P Gt piston or i>edal generally 
brings on Melodia (or Hohl Floete) and Dulciana. In tiiree-manual 
organs, the P Gt combination is either Doppel Floete (or Gross Floete) 
and Gamba, Doppel Floete and Harmonic Flute 4 ft, or Doppel Floete, 
Gamba, and Harmonic Flute. 

" FF Sw." The combination piston or i>edal which brings on Full Sw. 
In modem organs an appropriate Ped. combination is included. 

" F Sw." The combination piston or pedal which brings on all the 
8 and 4 ft flue stops (except the Celestes) with the Oboe and an appro- 
priate Ped. combination. The previous remarks concerning the " F Gt" 
combination pedal in old organs apply equally well to the "F Sw." 
combination pedal or piston. Much confusion is avoided by naming the 
three Sw. combination pedals " FF Sw.," " F Sw.," and " P Sw." 

" P Sw." The combination piston or pedal which brings on, or reduces 
to, the stereotyped combination, St Diapason (or Rohr Floete), Sali« 
clonal, and frequently one 4 ft stop (Violina or Flute 4 ft.). This 
combination varies a great deal in different organs. It sometimes 
includes the Ped. Bourdon but more frequently is not connected with 
any of the Ped. stops. 

When " P Sw." (or " Sw. P ") is indicated at the beginning of a 
composition, the choice of the individual stops is left entirely to the 
taste of the i>erf ormer. In the middle of a composition, " Sw. P " has 
the same significance, but the expression " P Sw.," in the middle of a 
composition, especiaUy if it follows a louder combination on liie same 
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manqal, generally indicates the partiealar piston or pedal which givea 
the above stereotyped pkmo combination. At such points the voliinie 
of the tone is of more importance liian the specific tone-color. While 
this distmction between *' P Sw.'' and "" Sw. P ** is small, it is frequently 
convenient in indicating registration. With some composers Ihe same 
distinction is made between '' P QV and ** Gt P.** 

^ F Ch.'' Generally all the Ch. stops except the reeds and the Celestes, 
though Ihe 2 ft stop is frequently omitted. In old organs the Ch. is 
rarely large and powerful enough to have three combination pedals which 
would be designated, ^ FF/' '' F/' and "" P." In large modem organs 
the Ch. combination pistons are numerous and numbered. This f act^ 
together with the special character of the Ch. stops and combinations, 
and their usage, prevents the necessity of minute distinctions for the 
names of the combinations of this manuaL 

** P Ch." This combination, which is of much utility, varies in different 
organs. It frequently consists of the Melodia (HoU Floete or Concert 
Flute) and Duldana. In larger organs a 4 ft Flute is frequently 
included. 

^ F Ped.'' Full Ped. wilhout reeds, except in very large organs where 
Full Ped. ought to be named ** FF Ped." 

^P Ped." Bourdon and Gedeckt, or Bourdon alone if there is no 
Gedeckt in tiie Ped. 

Note: Obviously, the stereotyped combinations mentioned above, in 
connection with the FF, F, and P combination pedals and pistons, are 
subject to the variations which individual taste dictates. The student, 
however, will find the road to artistic registration much smoother if he 
starts with these stereotyped combinations. He can then vary the com- 
binations as his personal taste matures. 

'^Sw. Gedeckt and SalicionaL" 

'' Gt Doppel Floete and Gamba." 

When a specific combination of stops is indicated, as above^ un- 
accompanied by any qualifying word, such as '^ add " or ** off," only the 
specified stops are intended to be used. Obviously, when the individual 
organ does not contain the specified stops, or when, for some reason, 
the combination is objectionable, other stops must necessarily be sub- 
stituted, according to the discretion of the player. 

^ Sw. Gedeckt (St. Diapason) and Salicional." 

'' Sw. Voix Celeste (Salicional and Flute 4 ft)." 

** Sw. Rohr Floete (Gredeckt) and Oboe." 

Stops or combinations of stops whose names are enclosed in parenthe- 
ses, tfi the midst of registration indioatioiM, are intended as substitutes 
or optional stops or combinations. Occasionally, a stop name enclosed in 
a parenthesis indicates another name of the same stop; as (jedeckt (St 
Diapason). It should be understood that the suggested substitutes 
are intended only as poswble eyhBtituiione^ and are not intended to 
indicate stops or combinations which are '^ just as good." 

''(Prepare Ch. Melodia and Flute 4 ft.)" 

••(F Gt)" 

If the entire phrase of a registration indication is enclosed in a 
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parenthesis, unaccompanied by any other indication, it generally signifies 
a ^preparation" for some future phrase of the music, which can be 
made at the indicated point, with practically no audible effect on the 
combination which is being used at the time. These indications are 
generaUy placed in measures which permit the changes to be made (with 
either hand or foot) with the least interruption in the flow of the 
music Occasionally, these indicated combinations may not be required 
for several measures, but it is desirable to prepare them when the hand 
or foot can well be spared for that purpose; especially if they are to 
be required at an instant when no changing of the stops is possible 
without an objectionable break in the flow of the music 

** Gedeckt only." 

'^ Gedeckt alone." 

Theoretically, the words ^ alone " and ^ only " are superfluous, when 
indicating a single stop; but experience shows that many students fail to 
reduce the combination to a single stop unless liie additional word is 
used 

"Grand Cresc Pull (P Gt)." 

As the Grand Crescendo does not affect the draw-stops, one can 
prepare '^P Gt." independent of liie Grand Crescendo, which in this 
case is open ^fulL" Hence, when liie Grand Crescendo is closed, the 
F Gt. combination remains on. It should be noted, in passing, that one 
of the functions of the Grand Crescendo is to bring on Full Organ when 
desired, even without attempting a crescendo. The above plan of com- 
bining it with certain combinations of stops to which the player can 
easily return, in closing the Grand Cresc, is frequently a great con- 
venience. It may eliminate several stop changes which the flow of the 
music renders practically impossible witiiout awkward pauses. 

** Gt. to Open Diapason." All the 8 ft. stops except the reeds. 

'' Gt. to Octave." All the 8 and 4 ft stops except the reeds. This 
combination frequently includes the 16 ft. Diapason. 

" Sw. to Oboe." Tl^ principal 8 and 4 ft. flue stops and the Oboe. 

Primarily, the indication ''Gt. (or Sw. or Ch.) to" any specific stop, 
indicates all the stops on that particular manual which would be 
naturally used in building up a crescendo to, and including, the stop 
named. 

Note: The Vox Humana, all the Celestes, and the Clarinet are not 
included in any general combination unless specifically named. 

« Pull Organ." 

" Sfz." 

There are two kinds of ''Full Organ" combinations in large 
organs. The Grand Cresc generally gives all the speaking stops, except 
the Tuba, the Vox Humana, the Celestes, and the Clarinet, and all the 
unison couplers. The Sfz i>edal, in addition to the above, includes the 
16 and 4 ft. couplers and the Tuba unless it is very loud. In smaller 
organs the Sfz pedal is frequently omitted, in which case the Grand 
Crescendo frequently includes the 16 and 4 ft couplers. 



CHAPTER Xn 

MANIPULATING THE STOPS 

Afteb considerinfiT the selection of the stops and combinations for the 
effective registration of a composition^ and the method of indicating the 
selected registration in the printed copies, it is necessary to consider the 
method of manipulating the stops — ^of obtaining the desired combina- 
tions at the required instants, without objectionable breaks in the flow 
6f the music. 

Stop changes, during the progress of the music, ought to be made 
quietly, quickly, easily, and without undue exhibition of effort Other- 
wise, much of the beauty of the music is tmheard or is forgotten, on 
account of the distraction caused by the mechanical part of the regis- 
tration. It seems hardly necessary to state that all stop changes ought 
to be made without any noise of the mechanism of the organ. In 
modem organs, practically all the mechanism is noiseless, but there 
still exist many fine old organs whose mechanism requires special care 
from the player, in order to avoid the distracting blemishes of rattling 
and pounding mechanism. With such organs, the careful organist does 
not draw or put off the draw-stops with a rigid, stiff wrist, which 
generally produces a hard thud. He avoids much of the noise by using 
as little power as is necessary, and by having the wrist (or ankle) loose, 
so that its elasticity acts somewhat like a ** buffer '' when the medianism 
** strikes home.'' 

It is just as essential for the organist to manipulate the stops quietly 
as it is for a pianist to refrain^from stamping his feet on the floor when 
he is playing. Many beautiful passages of organ music have been 
marred by the noise of the stop manipulations, which, in some instances, 
sound like the slamming of a door. Old-fashioned combination pedals 
frequently are noisy, but the noise can generally be minimized by the 
exercise of a little extra care. 

Long pauses in the music, for the sole purpose of changing the stops, 
at points where such pauses are unnatural, ought to be, and generally 
can be, avoided. If many changes are necessary at a given point, for the 
registration of the following measures, the organist should analyze the 
changes; as he will generally discover that some of the changes can be 
made earlier, during rests in one hand or the other, whiqh will reduce the 
number of changes to be made at the given point. When several changes 
are absolutely necessary at a given point, the organist should arrange 
the order of the changes, so that all changes which are to be made on 
one side of the manuals, or with one hand, can be made together; thus 
avoiding the apparent confusion of alternating several times between 
the two sides of the console, in making the stop changes. It does not 
enhance the beauty of the music to see the organist, with waving hands, 
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osdllatiiig from one side of the console to the other, while Bxracagmg his 
combinations during a much-prolonged pedal note. Above aU, the 
organist ought never to prolong an incomplete chord, with one hand, 
while making changes with the other hand. Occasionally, a single note 
of a chord, either the upper note, the pedal note, or the root of the 
chord in an inner voice, can be prolonged one or two coimts while the 
changes of stops are made. One should rarely, if ever, prolong the 
upper note and the pedal note, without any of the intervening notes. 
Two tones so far apart (frequently five octaves) generally produce an 
empty effect which is not agreeable. 

Changes of stops which are tonally audible as changes, while prolong- 
ing a chord or single note, frequently are objectionable. If the changes 
of stops cannot be made without an objectionable audible effect, it were 
better to make a distinct break in the music for the purpose of making 
the changes of stops. There are, however, some exceptions to the above 
assertion; viz., putting off the stops one by one in such a manner as to 
produce a gradual diminuendo, while prolonging a chord or note, is 
frequently acceptable. The reverse process — making a crescendo — is 
less frequently acceptable. Occasionally, changes of stops, while sus- 
taining a chord or single note, can be made in such a manner that the 
combinational tone seems to dissolve from one combination to the other, 
like the dissolving views of a stereopticon; e. g., to change from the com- 
bination, Gedeckt, Violina, and Flute 4 ft., to Bourdon, Salicional, and 
Flute 4 ft, draw the Salicional first, put off the Violina second, and 
lastly, draw the Bourdon and put off the Gedeckt with one motion. 
Again, one can sometimes change, from a combination of three or four 
stops, to another combination of three or four stops, while holding a 
single note, without an unpleasant effect, in the following manner: to 
change from Rohr Floete, Salicional, and Violina, to Oboe, Salicional, 
and Flute 4 ft, while holding a single note; with one motion put off 
the Rohr Floete and Violina, with a second motion draw the Oboe and 
Flute 4 ft This change can be made quickly, without sustaining the 
single note, but some passages of music require the closest connection 
between the chords or the notes of the melody, and with such passages 
this method of changring the stops seems better than any other method. 
Obviously, these changes should be made with as little pause in the 
rhythm as possible. 

With large modem organs which have many combination pistons or 
I>edals, many stop changes can easily be made without any pause in the 
music, by pressing one of the pistons located under the manuals, or by 
pressing a combination pedal with the foot Such organs frequently 
have three to eight adjustable pistons, of the movable type, — sometimes 
called ** Full Organ Pistons," — which are connected with all the stops of 
the organ, so that any conceivable combination of stops on all the 
manuals and the pedal can be adjusted beforehand, thus, enabling the 
player to change from any possible previous combination to this desired 
combination with the push of a single piston. 

With old organs which are not provided with such combination facili- 
ties, the organist is obliged to develop considerable ingenuity and skill. 
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in order to make the necessary changes of stops without awkward pauses 
in the music 

When playing on a specific combination of stops, if it is necessary to 
add one or two stops at a certain point, the organist must decide just 
how the change can best be made. If there is a rest or a natural break 
in the phrase, for either hand, the change should be made at that point 
with the hand which is free, unless that hand cannot reach the desired 
stops. Crossing the arms is frequently necessary in manipulating the 
stops, but it should be attempted only when the stops can be easily 
reached by the hand which crosses. At other times, it is frequently 
necessary to substitute one hand for the other on certain chords or notes, 
so that the hand on the side where are located the stops which are to be 
manipulated can be free. 

While it is frequently permissible to rita/rd the tempo slightly to 
facilitate the registration, one ought not to add a count or two in one 
measure, when such a prolonging of the measure completely destroys the 
natural rhythm of the phrase. If a certain change of stops is indicated 
in the printed copy, or it seems desirable to the organist to make the 
change at a certain point, where there is no rest or natural break in 
the phrase for either hand, the organist must sacrifice either some of the 
notes or the intended registration. If he decides to omit some of the 
notes, he should omit the less important notes or figures in one hand 
or the other. A long sustained chord or a single note in either hand 
can frequently be divided for this purpose, if the other hand can supply 
satisfactory harmony. If the passage consists of a melody in one hand 
and an accompaniment in the other hand, no positive rule can be laid 
down regarding which part should be sacrificed. If the melody is a 
continuous succession of somewhat rapid notes it should not be broken. 
If the melody contains several sustained notes, and the accompaniment 
consists of repeated chords or is a flowing accompaniment, it is generally 
advisable to make a break in the melody for the stop change, dividing it 
into two phrases, thus preserving the rhythm of the accompaniment. 

On organs which have combination pedals or pistons of the movable 
type, quite a number of the larger changes of stops can best be made 
by combining a combination piston or pedal with a hand movement of 
the stops; e. g., if the first combination is Bourdon, St. Diapason, and 
Fugara, and one wishes to change to Salicional and Flute 4 ft., one can 
first push a piston or pedal which brings on a stereotyped **P Sw." 
combination (St. Diapason, Salicional, and Flute 4 ft), and second, put 
off the St. Diapason, thus leaving the Salicional and Flute 4 ft. At 
first glance, this plan seems no better l^an making the change wholly 
by hand movement of the stops — putting off two stops and drawing two 
other stops — as two motions are necessary in both plans. However, 
experience proves that it is frequently easier to combine the piston with 
a hand movement of the stops than to make the change wholly by hand 
movement of the stops. 



PAET TWO 
CHAPTER Xm 

REGISTRATION OF HYMN-TUNES 

If the student has attended service in various churches he probably 
has observed that a few organists ^ give out " every hymn-tune on the 
Ful) Sw., and use F Gt. for every stanza which is sung by the congrega^ 
tion. He probably has also observed that a few other organists use Full 
Organ every time the words ** thunder/' ** roar " or ** loud noise '' occur 
in the hymnSy and reduce to a soft combination for such words as 
"whisper," "silence," "slumber," and "peace." Between these two 
extremes there is the proverbial " happy medium," wherein the organist 
avoids the monotony of registering every hymn-tune in exactly the same 
manner, gives a reasonable amount of variety in the registration, and 
refrains from the ridiculous. Let us first consider the various methods 
of announcing or " giving out " the hymn-tune. 

Many hymn-tunes which have no distinctive musical character sound 
equally well when " given out " on almost any combination of stops. No 
one special combination causes these tunes to sound any more pleasing 
than another combination; for example, Duke Street (John Hatton), Park 
Street (F. M. A. Venua) and Rockingham (Edward Miller) sound 
equally well when announced on any legitimate combination of stops 
from piano to forte. 

There is, however, as much difference in the musical character of many 
hymn-tunes as there is difference in the sentiment of the hymns. The 
melodic and harmonic composition of some hymn-tunes, independent of 
the sentiment of the hymns which are associated with these tunes, is 
such that they sound particularly pleasing when announced on a some- 
what soft combination of a distinctive tonal character; for example, St. 
Christopher (F. C. Maker), St. Leonard (Henry Hiles), and EUers (E. 
J. Hopkins) . These tunes can be effectively announced, on many organs, 
with the following combinations (without pedal) : Voix Celeste and 
Flute 4 ft., Vox Humana and Credeckt, Vox Humana and Bourdon 1^ ft. 
(if the Bourdon is not too loud) , Salicional and Flute 4 ft., and Oboe and 
Flute 4 ft 

There are other hymn-tunes which possess so much of the processional 
character that they sound better when announced on a combination of a 
March character; for example, Diademata (G. J. Elvey), Webb (G. J. 
Webb), Greenland (Lausanne Psalter). These tunes sound well when 
announced on F or Full Sw., on the 8 and 4 ft stops (F) in the Gh.. or 
on the Gt to Diapason. 

Some hymn-tunes are so closely associated with hymns of loud praise 
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that it seems inappropriate to announce them otherwise than on a loud 
combination; for example, Mendelssohn (Felix Mendelssohn), Hummel 
(Charles Zeuner), and Hanover (William Croft). 

A few hymn-tunes are so rich in their harmony that they sound 
particularly pleasing when announced on a rich combination of Diapasons 
and Flutes (mostly of 16 and 8 ft. pitch) ; for example, Ewing (Alex- 
ander Ewing), Nicea (J. B. Dykes), St. Ann's (William Croft). Com- 
bination: Gt. Diapasons 16 and 8 ft.. Gross Floete and Har. Flute 4 
ft.: Sw. 8 and 4 ft. without Oboe or Voix Celeste: Ch. Diapason, Melodia, 
and Flute 4 ft. : Ped. 32, 16 and 8 ft. : Sw. to Gt. 16 and 8 ft., Ch. to Gt 
16 and 8 ft., Gt. to Ped. 

A few hymn-tunes consist of a melody, which sounds well announced 
as a solo, and harmony in the three lower voices so arranged that it can 
be easily played as accompaniment with the L. H. and Ped. ; for example, 
Hamburg (arranged by Lowell Mason), Lyons (J. M. Haydn), Old 
Hundredth (Geneva Psalter). Combinations: 1. The solo on the Ch. 
with Clarinet, Melodia and Flute 4 ft., the accompaniment on the Sw. 8 
and 4 ft. without Oboe, Ped. Bourdon and Sw. to Ped. 2. The solo on 
the Sw. with Cornopean, Oboe, Credeckt, Salicional and Flute 4 ft., the 
accompaniment on the Ch. Melodia and Flute 4 ft., Ped« Bourdon and 
Ch. to Ped. 8. The solo on the Gt. with Diapason and Doppel Floete, 
the accompaniment on the Sw. with 8 and 4 ft. and Oboe (swell open), 
Ped. Bourdon, Credeckt and Sw. to Ped. 

A few hymn-tunes have a somewhat martial character, due partially 
to the hymns which are associated with the tunes. These tunes sound 
well when announced on the Sw. reeds (F) ; for example, Waltham 
(J. B. Calkin), to which is sung " Uplift tiie banner"; Nuremberg (J. 
H. Able), to which is sung ** Wake the song of Jubilee "; and Yarmouth 
(Lowell Mason), to which is sung ** Hail to the Lord's anointed." These 
tunes may be announced on the Sw. with Cornopean, Oboe, Diapason, 
Credeckt, Salicional and Flute 4 ft., with Ped. Violone, Bourdon, Credeckt, 
and Sw. to Ped. 

Still another method of announcing the hymn-tunes is suggested by 
whatever immediately precedes the hymn; for example, if a hymn 
(unannounced from the pulpit) follows an organ or choir selection which 
has ended P or PP, the first two lines of the hymn-tune can be played P, 
the third line MF, and the last line or lines F. This is especially appro- 
priate in churches where an opening hymn like the Old Hundredth follows 
the organ prelude. In such cases there are two different courses open 
to the organist; viz.. First, the organist can modulate from the closing 
key of the prelude to the key of the Old Hundredth, partly on the soft 
combination with which the prelude ends and partly with a few stops 
added at various points in the modulation, until the organ is prepared 
for the combination which is intended to be used for announcing the 
tune. Second, the organist can modulate wholly on the soft combination 
with which the prelude ends, draw a few stops, play the first two lines 
of the tune, add Sw. to Oboe or a similar combination for the third 
line of the tune, and open the swell or add Full Sw. for the last line or 
lines of the tune. See examples I, II and III on the following pages. 
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The use of the pedal in amumncing hymns depends largely on the 
registration which is selected. If a hymn is announced on a soft combi- 
nation it is generally advisable to omit the pedal. If a hymn is announced 
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on a loud combination it is advisable to use the pedal. If a hymn is 
announced as a solo it is, obviously, necessary to use the pedal. At 
other times personal inclination can be followed regarding the use of 
the pedaL 
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In accompanying congregational singing the principal duties of tlie 
organist are, to play the melody clearly, to give the congregation suf- 
ficient support in the harmony, and to mark the rhythm distinctly within 
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the bounds of good organ playing. Regarding the combination of stops 
which must be selected to adequately supply the above accompaniment, 
much depends on the character of the organ and the size of the con- 
gregation. Generally, it is necessary to use the Gt. Diapason with the 
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8 and 4 ft stops of the Sw. coupled. If the organ is voiced loud and 
the congregation is small the Diapason frequently can be omitted; but 
generally, it is the best stop to use as a basis for the accompaniment 
of congregational singing. If the Diapason is not loud and the con- 
gregation is of fair size it frequently is necessary to add the Octave in 
the Gt. to make the combination more assertive. The Full Sw. coupled 
to the Gty without the Octave, is sometimes sufficient. For the Ped. 
the Bourdon and an 8 ft. stop (either the Gedeckt or the Cello) are 
absolutely necessary. The Ped. Diapason is usually necessary to give 
depth and support which assists the congregation in keeping the rhythm 
steady. Occasionally, the Ped. Diapason is so overpowering that it can 
be used only with Full Organ. As I have stated above, if the organist 
uses Sw. 8 and 4 ft. stops coupled to the Gt. to Diapason, with Ped. 
Bourdon, Gedeckt and Diapason as a basis, he can easily build up the 
combination to the required volume by adding first the Oboe, then the 
Full Sw., and lastly tiie Octave and 16 ft. Diapason. Sometimes the 
16 ft. Diapason can be added before the Octave. The position of the 
swell shades depends on the power of the individual Swell organ. In 
some organs the swell ought to be wide open, in other organs partially 
closed. 

If the organist wishes to vary the accompaniment while the congrega^ 
tion is singing he must use a great deal of judgment. In the first place, 
some weak-voiced congregations have a deep-seated and unalterable 
habit of dragging the hymns. If the organ is a soft-voiced, unassertive 
instrument, and there is no chorus of strong voices to lead the congrega- 
tion, nothing, not even the portamento tooting of a comet, will prevent 
the congregation dragging. Under such conditions the organist is 
compelled to accompany every stanza of every hymn with nearly Full 
Organ. Any variation in power in these accompaniments is disastrous. 

If the congregation is supported by a strong chorus and an adequate 
organ, the organist can, with discretion, vary his accompaniments of the 
hymns. Then again, some congregations in medium-sized churches are 
noted for their fine congregational singing. In those churches, whether 
or not there is a chorus, the organist can vary his accompaniments 
according to his taste and the character of the various hymns. 

In the majority of hymns one of the middle stanzas, according to the 
sentiment of the stanza, can be selected to be sung somewhat softer than 
the other stanzas. This stanza can be accompanied by a piano Gt. com- 
bination with the Full Sw. (partially closed) coupled; or it can be 
accompanied on the Full Sw. with the 16 and 4 ft Couplers, the swell 
partially open, according to the power of the individual Sw. 

With a large organ the organist can vary his accompaniments some- 
what while* playing forte. After accompanying one or two stanzas on 
the F Gt with the Full Sw. (closed), he can use the Gross Flute and 
Ear. Flute of the Gt, the Philomela of the So. and Full Sw. (open) 
with So. and Sw. to Gt Occasionally, the Sw. 16 and 4 ft Couplers can 
be added to this combination. On some large organs the 8 and 4 ft 
stops of the Ch., with the reeds and fine stops of the Sw. coupled, give 
sufficient support in the hymns. In some stanzas the organist can play 
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the melody of the tune on a loud solo combination of either the Gt. or 
So., and the harmony on the Full Sw. (open). Another plan is to play 
the melody an octave lower with the L. H. on the So. Tuba and Philomela 
and the harmony on the Gt. with the R. H. 

All these variations depend both on the character of the individual 
hymn and the character of the particular organ. Obviously, Eventide 
(''Abide with me"), Lux Benigna (''Lead, kindly light"), and C^th- 
semane (" Rock of ages ") should not be accompanied with any of the 
last-named variations. 

Occasionally, the natural trend of the sentiment of an individual 
stanza suggests a gradual crescendo or diminuendo. This suggestion 
can be followed by the organist if he uses moderation: but a sudden 
crescendo from P to FF or a sudden FF or PP on any one word or 
short phrase savors of bad taste. 

In Henry Alford's hymn, "Forward be our watchword," which is 
generally sung either to Albans (J. M. Haydn) or to the tune Nissi 
(Henry Smart), the second stanza is as follows: — 

" Forward, flock of Jesus, 
Salt of all the earth; 
Till each yearning purpose 
Spring to glorious birth: 
Sick, they ask for healing. 
Blind, they grope for day; 
Pour upon the nations 
Wisdom's loving ray. 
Forward, out of error. 
Leave behind the night; 
Forward through the darkness. 
Forward into light." 

After playing the first stanza forte throughout, the second 8tan2» can 
be commenced forte and continued for four lines. With the fifth line a 
gradual diminuendo to MP can be made to the end of the eighth line. 
With the ninth line a somewhat more rapid crescendo can be made to the 
last line, which should be played forte. The harmonic construction of 
both of the tunes mentioned is such that this plan of variation fits the 
tunes admirably. 

From the foregoing remarks, the student will readily observe that it 
is neither necessary nor advisable to have the organ sound louder than 
the singing of the congregation in all the stanzas. If the congregation 
is led by a good chorus it is occasionally impressive to sing one stanza 
of a hymn without any organ accompaniment. The entrance of the 
organ in the following stanza is frequently effective. However, the 
young organist must not experiment in his hymn-playing until he is 
sure of the congregation. He must first be convinced that the congrega^ 
tion will respond to his lead before he attempts any departure from the 
old custom of playing the tunes forte for all the stanzas. Otherwise, he 
is liable to cause more or less dissatisfaction with the incumbent of the 
organ bench. 



CHAPTER xrr 

REGISTRATION OF THE ACCOMPANIMENTS OF ANTHEMS 

In considering the registration of anthem accompaniments, one must 
bear in mind the difference between a mixed chorus, a boy choir, and a 
quartet choir. If the student hears the same anthem sung by the three 
kinds of choirs he will observe that the organists of the different choirs 
generally register the accompaniment somewhat differently. This dif- 
ference is not so much a difference of personal taste as it is a difference 
of the proverbial style of accompanying the different choirs. 

The majority of the organists of boy choirs use combinations of a 
general character — "chorus combinations" as they are sometimes 
called — instead of combinations of a distinctive tone-color. They do not 
often make sharp contrasts of tone-color in their accompaniments. This 
statement is no criticism or reflection on their musicianship. It is merely 
a statement of the long-established style of accompanying boy choirs. 

On the other hand, many organists of mixed chorus choirs frequently 
vary the tonal color of their accompaniments and frequently select sharp 
contrasts of color. Just as there is a greater difference in the tonal 
color of the several vocal parts of a mixed chorus than there is in the 
vocal parts of a boy choir, so does the organist of the mixed chorus 
frequently select combinations of more widely varying tone-color in the 
accompaniments. 

The organist of the quartet choir, obviously, uses less volume in the 
louder parts of the accompaniments than either of the other organists. 
As the nuances are generally more specifically, if not more artistically, 
observed in a quartet choir, so must the organist accompany the singers 
with more delicate and appropriate shadings. 

Appropriate combinations for the forte passages of the accompani- 
ments are treated further on. For the jnajio passages of the accompani- 
ments one can select from a variety of combinations which have distinctive 
color. If the accompaniment is for a chorus (either mixed or male) the 
combinations ought to be fuller, though not louder, then if the accompani- 
ment is for a quartet. While distinctive combinations of two or three 
stops are sufficient and frequently pleasing in the piano accompaniments 
of a quartet, it is often necessary to use four or five stops for the 
same accompaniment of a chorus; e. g., two Flutes (8 and 4 ft). 
Oboe or Voix Celeste and Flute 4 ft., Gedeckt and Violina, and other 
similar combinations are sufficient for the piano accompaniment of a 
quartet: but it were better to use Gedeckt, Salicional, Flute 4 ft. and 
Violina; the same stops with a soft Oboe or Violina Diapason; or even 
Gedeckt, Salicional, Violin Diapason, Flute 4 ft, Violina, and Oboe, 
with the swell closed, for a chorus. 

For the short interludes between the vocal phrases, the organist should 
select contrasted combinations to obtain variety and avoid monotony. 

123 
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The use of the pedal in anthem accompaniments is rabjeet to much 
variation. In a few accompaniments the use of the pedal is suggested in 
the printed copies, but in most accompaniments the use of the pedal is 
left to the inclination of the performer. 

It is not wise to use the pedal for every bass note of the accompani- 
ment. In full chorus passages the pedal should be used in most of the 
fiyrte phrases. It can well be omitted in many of the piano phrases 
(for variety), and occasionally in a few forte phrases where the bass 
part of the chorus runs in the upper register and is accompanied by the 
same notes. 

Bass notes which are independent of the bass part of the chorus (or 
quartet) should generally be played by the pedaL Obviously, the pedal 
must be used when the chords are too extended to be reached by the 
two hands, and when the accompaniment consists of a solo for one 
hand and an extended accompaniment for the other hand. 

It is generally advisable to omit the pedal, when the notes which 
could be played by the pedal correspond to the notes of the bass part 
of the chorus if the baaaea are to avng aUme or in a duet 

When low octaves are printed in the piano accompaniment for the 
left hand, it is advisable to play the upper notes of the octaves with the 
pedal, instead of the lower notes, except in the loudest phrases. 

It is better to err on the side of using the pedal too little than to use 
the pedal all the time. Continuous use of the pedal, especially in quiet 
music, becomes tiresome, and a rest in the pedal part is oftentimes a 
relief as well as a source of variety. 

There are two distinct species of anthem accompaniments, irrespective 
of the kind of choir which renders the anthem. The first species 
consists almost entirely of a duplication of the voice parts. Practically 
the only phrases which have an independent accompaniment are the 
short phrases in which one voice part sings alone, the harmony being 
supplied by the accompaniment. For anthems of this species I will 
mention: 

How amiable Bamby 

Lift up your heads Hopkins 

O, Saviour of the world Cross 

Practically the only difference in the registration of the accompani- 
ments of these anthems for the three kinds of choirs is in the volume 
of tone necessary to support the choirs, as there seems to be but little 
opportunity to use other than ''chorus combinations.'' 

In registering the accompaniment of the anthem, ** O How amiable,'' 
for a mixed chorus or a boy choir, prepare the following: Gt. to Diapa^ 
son; Sw. all the 8 and 4 ft. stops with Oboe; Ch. all the 8 and 4 ft. stops 
except the reeds; Ped. Violone (or Small Diapason), Bourdon and 
Gedeckt; Sw. to Gt, Sw. to Ch., Ch. and Gt to Ped. 

With this preparation as a basis, we must consider the size of the 
choir. If the chorus is quite large and its tone is sonorous, it is neces- 
sary to add the Octave in the Gt and have the swell open. If the voicing 
of the organ is weak and the above combinations are insufficient for 
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the fcrU paasageSy it is neeeBsary to add the Foil Sw., and possibly the 
12th and 16th in the Gt., thousrh the last two stops should be omitted if 
possible. If the anthem is snng by a quartet choir the Diapason in tiie 
Gt. and the Fed. Violone (or Diapason) must be omitted. 

After deciding the volume of tone which is necessary for the accom- 
paniment of the forte passages, the organist can formulate the registra- 
tion for the rest of tiie anthem. Presuming that the Gt. to Octave with 
the Sw. 8 and 4 ft with Oboe coupled to the Gt. is sufficient for the 
first sixteen measures, I suggest the addition of the Full Sw. (only par- 
tially open if the Sw. is quite loud) at the PiU moaao. My reason for 
adding the Full Sw. is not so mueh to increase the power as to change 
the color somewhat, and, more particularly, to provide a better accom- 
paniment for the last four measures of the second page. (If the Full Sw. 
were drawn at the outset no change can be made at this point.) In 
these four measures there is a diminuendo in all the parts except the 
tenor part, which is a melodic imitation (forte) of the previous four 
measures of the soprano part At this point, by putting off the Gt. to 
Ped. and the Octave (if it is on), the R. H. can play on the Sw. (full) 
and the L. H. on the Gt (to Diapason). In the first two measures at 
the top of the third page (Creae, e rail.) a good ereaeendo can be made 
by opening the swelL The Octave and Gt to Ped. can be added for the 
Tempo V. The registration indicated at this point is ''Full Organ." 
This indication must be interpreted with considerable judgment Only 
with a small organ or with an unusually large chorus can the Full Organ 
be used, when the voice parte do not run above the middle register and 
end in the lower regiater. 

In the middle section of the anthem, in which the tenors and basses 
sing in unison (FF), the accompaniment is indicated '^ Gt to Prin.** If 
the tenors and basses are numerous and have strong voices this regis- 
tration may be satisfactory, but it prevents any variety in the accom- 
paniment By playing this accompaniment on the Ch. (which was pre- 
pared at the outset with the Sw. to Ch. Coupler and the Full Sw. (open) , 
a sufficient volume and a variety in the accompaniment are generally 
obtained. However, if the men's voices are very strong and the Ch. and 
Sw. are too weak it is necessary to follow tlie registration indicated in 
the printed copies: 

At the return of the first theme on the fiftii page (P), play both hands 
on the Sw. with 8 and 4 ft and Oboe. After sixteen measures add Full 
Sw. (closed). During the molto rtt e erea., at the bottom of the sixili 
page, open the swell and add Gt to Octave, Gt to Ped. and Ped. 
Diapason, for the Gloria (last page). 

For a quartet choir the registration suggested above must, obviously, 
be greatly reduced in volume though the general character of it can be 
maintained. 

For the accompaniment of the anthem, ''Lift up your Heads,'' of 
Hopkins, very little variation in the registration from that of the previous 
anthem can be made. For the same choir the organ should be prepared 
the same. The first page should be played on the Gt. with Ped. A little 
variety in the accompaniment can be obtained by omitting the Ped. in 
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the first five measures of the second page. The entrance of the Fed. at 
the sixth measure is especially ^ective, even though it enters in the 
middle of a vocal sentence. At the end of the upper brace of the third 
page {** The Lord strong and mighty ") the Fed. can be omitted until 
the same words are repeated in the middle brace, when the Fed. can be 
used on the upper notes of the L. H. octaves. For the diminuendo play 
both hands on the Sw. (without Fed.) and gradually close the swell. 
For the words, ** The Lord of Hosts," play on the Gt. (with the swell 
open), omitting the Fed. until the octaves at the top of the last page, 
when the upper notes of the L. H. octaves should be played with the Fed. 
No further change of registration is necessary. 

For a quartet choir the Gt. Diapason and Octave must be omitted, 
except in the last section (after the first double bar), where they can 
sometimes be used. 

For the accompaniment of the anthem, "O Saviour of the World,^ 
by Goss, when sung by a chorus, prepare the following: Gt. Doppel 
Floete, Gamba and Flute 4 ft.; Sw. 8 and 4 ft. with a soft Oboe; Gh. 
Melodia, Dulciana and Flute 4 ft; Fed. Bourdon and Gedeckt; Sw. to 
Gt and Sw. to Fed. 

Flay the first eight measures on the Sw. Use the swell pedal to 
produce the Sf effects. At the nintii measure play both hands on the 
Ch. (possibly with the Sw. to Gh. drawn) for the sake of variety. On 
two-manual organs this change, obviously, must be omitted. After 
playing four measures on the Gh. return to the Sw. with the sweH 
open. In the last measure of the upper brace of page 2 play on the 
Gt and produce the crescendo by adding the Full Sw. and the Gt Dia- 
pason. At the words, ** hast redeemed us," reduce to the first combina- 
tions. At the last measure of page 2 play both hands on the Sw., 
reduced to 8 and 4 ft. without Oboe. For the one measure in which 
the basses sing alone, omit the Fed. For the following phrase, add the 
Oboe. The tenor imitations can be played on the Gt At the words, 
''who by Thy Cross," play both hands on the Gt and crescendo by 
adding Full Sw. and the Gt Diapason. When the altos sing alone the 
word ** save," play on the Sw. reduced to 8 and 4 ft with Oboe. Six 
measures before the end, put off the Sw. Oboe and Violin Diapason. 
Omit the Fed. in these two measures, but use it again on the last four 
measures, when the Sw. should be gradually reduced. 

The second species of anthem accompaniments consists of accompani- 
ments which are more or less independent of the voice parts during a 
part, or even the whole, of the composition. In accompaniments of tills 
description, the organist frequently has many opportunities to exercise 
his good taste and judgment in selecting registration which is interest- 
ing and varied and, at the same time, gives sufficient support to the 
voices. Obviously, registration which overpowers the voices and effects 
which are bizarre are most objectionable. The organist who exhibits 
good taste and refinement in his selection of registration for the accom- 
paniment of anthems adds a great deal to the effect of the anthems 
when they are sung in church. 

For representative anthems of this species I will- mention: 
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O come let us sing unto the Lord Tours 

The woods and every sweet smelling tree West 

The radiant mom hath passed away Woodward 

In heavenly love abiding ^ Parker 

Sing Alleluia forth Buck 

For quartet choirs especially: 

Still, stiU with thee Foote 

O Lamb of God Brewer 

Peace and Light Chadwick 

'' O Come Let Us Sing Unto the Lord.'' Tours 

To accompany a fair-sized chorus in the anthem, ^ come let us sing 
unto the Lord," by Tours, prepare the following: Gt. to Octave; Sw. 
Full (open) except in large organs; Ch. Melodia and Flute 4 ft.; Ped. 
Open Diapason, Bourdon and Gedeckt; Sw. to Gt. and Gt« to Ped. 

Play the introduction on the Gt. Gradually close the swell in the 
measure in which the voices begin. After eight measures of the chorus 
the Ped. can be omitted (ad lib,) during the leads of the several voice 
parts. It should be used again in the large chords (B-minor) just 
before the chorus sing, and tiie swell should be opened on these chords. 
Gradually close the swell two or three measures later. During the 
measure in which the chorus is silent, open the swell. Close it again as 
the voices begin. At the phrase in half -notes which is indicated ** Mar- 
eaio^" the accompaniment is indicated *'FF." With very large choirs 
or with small organs it is possible te use Full Gt., but generally the 
combinations already prepared (with the swell open) are sufficient 
support for the chorus. For the five wwreato chords at the climax (Sfz) 
the Full Gt., and sometimes the Full Organ, can be used, but only F Gt. 
must be used after the **lunga** rest. The swell can be opened for the 
last two chords of this section. 

For the interlude (Poeo meno mosso) put off the Ped. Open 
Diapason and Gt. to Ped. Play this interlude on either the Ch. or the 
Sw. reduced to a Mf combination. The middle section (Andante tranr- 
qwUo) is very effective sung by a quartet unaccompanied. If the 
quartet is accompanied a soft unassertive combination (preferably 
without Ped.) should be used. If it is sung by the whole chorus the 
accompaniment must be regnilated by the capability of the chorus. It is 
effective sung by the chorus unaccompanied. If the chorus is unable to 
maintein the piteh it is advisable to play the accompaniment. The 
combination should be only as loud as is absolutely necessary to keep 
the chorus up to the piteh. The Gedeckt and Flute 4 ft. blends weU 
with the voices without being assertive, but this combination is not always 
sufficient in power to enable the chorus to maintain the piteh. In such 
cases add the Salicional and Violin Diapason with possibly a soft Oboe. 
Every choir is capable of singing the last three words of this section 
unaccompanied. 

For the next section (MaestoBo) use the first combination with the 
swell open. For the AUegro con Spirito close the swell, and on some 
organs it is advisable to put off the Octeve. For the two measures in 
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which the sopranos sing alone play the accompaniment on the Sw. 
without Fed. For the unison passage open the swell wide, and on some 
organs use Full Gt. (only through the unison passage). In the middle 
brace of the last page the combination can be increased according to the 
power of the chorus^ but in the lower brace the accompaniment is higher 
in pitch than the voices and the organist must be careful not to cover 
the voices entirely with the organ. 

k 

''The Woods and Every Sweet-Sbaelung Tree." West 

In playing the accompaniment of ''The woods and every sweet- 
smelling tree " of West, the organist has an opportunity to select pleas- 
ing combinations of contrasted tone-color. As I have stated several 
times, the tastes of different organists vary, and some organists prefer 
to use only stereotyped combinations of no distinctive tone-color. They 
amply support the voices; they observe the nuances indicated. No one 
can question their musicianship, but their accompaniments are always 
monochromatic, so to speak. 

For this anthem I suggest the following: Prepare Gt. Doppel Floete, 
Gamba, and Flute 4 ft.; Sw. Voix Celeste and Gedeckt (closed); Gh. 
Melodia; Ped. Bourdon and Credeckt; Sw. to Gt. and Sw. to Ped. 

Play the first two measures on the Sw. The next two measures are 
indicated for the Gt. with Ped. These measures are also effective played 
on the Sw. 8 and 4 ft stops with the Oboe and Gomopean. At the rest, 
when the voice part begins, change the Sw. combination to Gedeckt and 
Flute 4 ft. After four measures use the combination piston or i>edal 
which gives 8 and 4 ft. stops with the Oboe. While the chorus are singing 
the four measures unaccompanied prepare the Gt. to Octave and add the 
Ped. Diapason and Gt. to Ped. With the last word of this phrase 
open the Grand Crescendo full, or, if there is no Grand Crescendo, put 
on the Full Gt. After two measures (FF) play two measures on the 
Sw. with the first combination. For the accompaniment of the tenor 
solo use Gedeckt and Violina if the voice is a light lyric voice. If the 
voice is more robust this combination perhaps will be insufficient and the 
Salicional and Flute 4 ft. should be added. After four measures of 
the solo play the R. H. on the Ch. Melodia for four measures. Return 
to the Sw. for two measures; back to the Ch. for two measures; and 
return to the Sw. again for two measures. For the short staccato 
chords indicated for the Gt. use Doppel Floete, Gamba and Flute 4 ft. 
For the phrase, " His banner over me was love,** use Full Sw. as indi- 
cated. During the rest with a hold reduce the Sw. to Voix Celeste and 
Credeckt. For the Tempo Imo play both hands on the.Ch. For the 
last two words of the solo reduce the Ch. to Dulciana, play both hands 
on the Ch. during the word " was " and the R. H. on the Sw. for the 
word "love.'' Play the last two measures of this section on the Sw. 
reduced to some soft stop (Salicional or Credeckt). 

For the final chorus prepare: Sw. 8 and 4 ft. with Oboe, Gt. to Octave, 
with appropriate Ped. and the Gt. to Ped. Play on the Gt. When the 
altos and basses sing, "with the mercy," etc., play both hands on the 
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Sw. (Full and dosed) without Ped. Return to the Gt. as indicated. At 
the bottom of page 6 play the last two measures (Mf) on the Sw. 
without Ped. Return to the Gt with Ped. at the last count of the third 
measure, at the top of the last page. For the FF use as much organ as 
the vocal strength of the chorus will permit. 

On two-manual organs the registration indicated above, except that 
of the interlude on the Ch., can be followed. If the organ is small and 
the chorus strong, some of the combinations must be increased. On 
large organs whidi have two or three Diapasons in the Gt. and large 
Sw. organs of considerable power, the First Diapason and the open 
swell must be used sparingly. 



it 



The Radiant Morn Hath Passed Away/' Woodwabd 



Prepare: Gt Doppel Floete and Flute 4 ft.: Sw. Gedeckt, Salicional, 
Flute 4 ft. and Oboe; Ch. Flutes 8 and 4 ft: Ped. Bourdon and Gedeckt: 
Sw. to Gt. and Sw. to Ped. 

Play the introduction on the Sw. without PedaL If the Oboe is coarse 
and loud, omit it. Add the Sw. Violin Diapason and use the Ped. 
in the eighth measure. In the 13th measure add the Oboe if it has been 
omitted at the begrinning; otherwise, open the swell. At the last count 
of the 17th measure, play on the Ch. On two-manual organs this phrase 
can be played on the Gt. For the interlude put off the Oboe and Violin 
Diapason and add the Voix Celeste. If there is no Voix Celeste in the 
organ put off only the Oboe. At the 25th measure, play on the Sw. 8 
and 4 ft without Oboe or Voix Celeste. In the next measure, play the 
upper notes of the lower staff on the Gt. (L. H.) and put on the Gt. to 
Ped. to give emphasis to the Ped. notes. At the last count of the 30th 
measure either put on Full Sw. (open) or play on the Gt with Diapason, 
according to personal taste. If one plays the phrase on the Sw., the Gt 
(with Diapason) should be used in the 36th measure. For the two 
measures in which the basses sing alone, play both hands on the Sw. 
without Ped. Play the following three measures on the Gt Return to 
the Sw. at the second count of the 45th measure and gradually reduce 
the Sw. to 8 and 4 ft without Oboe. After the hold, put off the Sw. 
Diapason and close the swell. Gradually crescendo in the following 
measure and play on the Gt. (without the Diapason) as indicated. At 
the 56th measure add the Diapason. At the 581^ measure the accom- 
paniment should be as loud as the power of the chorus will permit On 
many organs Gt. to Octave and Full Sw. (open) are suffident In the 
61st measure close the swell and put off the Gt. to Ped. At the last 
count of this measure play both hands on the Sw. (Full and closed). 
This phrase is effective if the L. H. sustains the bass note (B) and 
staccato quarter-notes (B's) are played with the Ped. (including the 
Diapason). Gradually open the swell and play both hands on the 
Gt (to Diapason) at the last count of the 66th measure. Increase 
the organ to Gt to Octave and Full Sw. (open) at the 70th measure. 
On many organs the full chords, during the one measure rest of the 
chorus, are sufficiently strong on this combination. If not, more organ 



180 ORGAN REGISTRATION 

can be tised. For the last two braces use as much organ as the vocal 
power of the chorus will i>ennit. Care must of course be used not to 
cover up the voices. 

It will be noticed that this registration is somewhat softer than that 
indicated in the printed copies. This is due to the increased volume 
of most organs now-a-days, compared with the organs of the period 
when this anthem was first printed. The suggested registration can 
easily be adapted to a two-manual organ as the Gh. is indicated for 
only one phrase. If the chorus is small some of the combinations must 
be reduced. On the contrary, if the organ is voiced rather soft many of 
the combinations must be increased. 

^ In Heavenly Love Abiding." Pabkeb 

Prepare: Gt. Doppel Floete or Gross Flute: Sw. Voix Celeste, Gedeckt 
and Violina: Ch. Hohl Floete or Melodia: Fed. Bourdon, Sw. to Gt. and 
Sw. to Fed. 

Play the introduction on the Sw. with Fed. Put off the Voix 
Celeste for the accompaniment of the solo. If there is no Violina in 
the organ substitute the Flute 4 ft. At the sixth measure of the third 
brace, play the L. H. melody on the Ch., as far as the A-sharp in the 
lower brace. In the fifth measure of the lower brace, increase the com- 
bination by adding either a strong Salicional or a soft Violin Diapason. 
At the seventh measure of the upper brace of the second page, use at least 
the 8 and 4 ft. stops with Oboe. Gradually open the swell and, in the 
third measure of the second brace, play the L. H. arpeggios on the Gt. 
In the fourth measure of the third brace, play both hands on the Full 
Sw., with the swell more or less open according to the power of the voice 
and the power of the individual Sw. Gradually dose the swell and, in 
the second measure of the fourth brace, reduce to 8 and 4 ft without 
Oboe. For the last phrase of the solo reduce to the first combination. 
(Gedeckt and Violina or Flute 4 ft.) 

For the Poco animato use the Sw. 8 and 4 ft. stops with or without the 
Voix Celeste (according to personal taste). In the first eight measures 
of the chorus, the tenor part, which is duplicated in the accompaniment, 
is effective if played on the Gt. Doppel Floete. At the second measure 
of the middle brace of the third page, add the Oboe. In the lower 
brace the sustained octave in the R. H. can be played on the Ch. Melodia 
and Flute 4 ft. with the L. H. on the Sw., or both hands can play on 
the Sw. The L. H. part should be strong enough to assist the chorus, as 
(with some choirs) the change of key causes the intonation to be in- 
secure. At the top of the fourth page, with the entrance of the basses, 
the accompaniment should be heavier, even to the Diapason if neces- 
sary. On the last count of the middle brace, increase the power of the 
combination to Gt. to Octave and Full Sw. At the top of the fifth page, 
play the R. H. on the Sw. (Full and open) and the L. H. melody on tiie 
Gt. to Diapason. On the last count of the third measure, reduce to 
Doppel Floete or Gross Flute. In the fifth measure play the L. H. on 
the Sw. (8 and 4 ft. with Oboe). At the last count of the second 
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measure of the second brace, play both hands on the Sw. In the 
fifth measure put off the Oboe. With the first note of the chorus part» 
add the Voix Celeste and play the tenor part on the Gt. (On a four- 
manual organ this tenor part is effective when played on the Solo Philo- 
mela.) 

In the third measure of the lower brace of the sixth page, add the 
Sw. Oboe, Gt. Flute 4 ft, and play both hands on the Gt If there is a 
Grand Crescendo, open it one-third or more as needed. If there is no 
Grand Crescendo, add Full Sw. on the fifth measure. At the third 
measure at the top of the seventh page, use at least Gt to Diapason 
and in the last measure add the Octave. At the dimaz at the top of 
the last page, the accompaniment should amply support the chorus. 
Obviously, the number of stops required depends both on the chorus 
and the organ. With a smaU organ it may be necessary to use Full 
Organ. With a large organ it is generally sufficient to use Gt to Octave 
and Full Sw. (open). 

With a two-manual organ, the two phrases indicated for the Ch. 
can be played on the Sw. The Sw. to Gt should be on all the time. If 
there is no Voix Celeste, use the Violin Diapason as a substitute on 
account of the necessary assertiveness which should be present in the 
accompaniment at the points where the Voix Celeste is indicated. 

'' Sing Alleluia Fobth." Buck 

Prepare Gt to Octave: Sw. 8 and 4 ft. with Oboe: Ch. Melodia and 
Dulciana: Ped. Bourdon, Gedeckt and possibly the Diapason: Sw. to 
Gt, Gt and Sw. to Ped. 

After playing the introduction on the Gt, put off the Octave and Ped. 
Diapason (ad lib.) before the chorus begins. With a large chorus or a 
small organ, these changes may not be necessary. For l^e accompani- 
ment of the bass solo, add the Cornopean and play on the Sw. (closed) , 
or if there is no Cornopean, open the swell half-way. Put off the Cor- 
nopean while the soloist is singing ** In hymning.'' For the following 
chorus, play on the Gt as indicated, and on the Sw. tot the word 
** Alleluia.'' Put off the Oboe during tiie rests in the R. H. part before 
the tenor begins the solo. For the soprano solo, play the accompaniment 
on the Ch. For the bass solo, add the Oboe and Cornopean and play on 
the Sw. Put off the Cornopean after the word ''chant," and put off 
the Oboe before the word ** Alleluia." Play on the Gt all through the 
next chorus. Use the Gt Trumpet and Sw. Oboe as indicated, but put 
off the Oboe, before playing the G in the accompaniment, unless it is 
a very soft and smooth Oboe. In the lower brace of page 6, use the 
8 and 4 ft stops in the Sw. After the choir sings the word ** lays," add 
the Oboe. During the rest in the R. H. part, prepare the Gt. Diapason 
and Trumpet, also add the Ped. Diapason. Crenerally, it is advisable to 
put off the Trumpet after the word ** Christ." In the middle brace, the 
composer has indicated ''Ch." for one measure. The Ch. combination 
is frequently insufficient for this phrase and I suggest continuing on 
the Gt. For the words " endless, endless," etc., use as mudi organ as 
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possible without (Krerpoweriner the choir. Play the first ^ Amen '' on the 
Sw. 8 and 4 ft with Oboe, and the second ^Amen'' with 8 ft. stops 
only. 

This anthem is suns: by many quartet choirs. The principal difference 
in the above registration for a quartet is to use less of the Gt. in the F 
and FF passages. 

As the following choir selections are more frequently sung by quartet 
choirs the suggested registration is for such choirs. 

** Still, Still with Thee." Footb 

Prepare: Gt. Doppel Floete, Gamba and Flute 4 ft (on small organs 
Melodia and Flute 4 ft.) : Sw. Voix Celeste, Salicional and Flute 4 ft. : 
Ped. Bourdon, Sw. to Gt. and Sw. to Ped. If the organ has no Voix Ce- 
leste, use only the Salicional and Flute 4 ft, unless the Salicional is very 
soft, when it is necessary to add the Gredeckt (St Diapason). After the 
introduction on the Sw. put off the Voix Celeste. Before the word 
^ fairer " add the Gedeckt and Violina, or a soft Violin Diapason. For 
the climax, ** dawns the sweet consciousness," add the Oboe, unless it is 
coarse and too loud. For the last four words of the solo use the 
same combination as at the beginning. The- accompaniment of the bass 
solo should be somewhat light during the first eight measures. I suggest 
Gedeckt and Flute 4 ft. Put off the Flute during the rests in the first 
measure of page 3. After the word " bom," gradually add the Salicional, 
Flute 4 ft., Violin Diapason, and Oboe before the word '^ breathless"; 
after which put them off in the reverse order and use only the Gedeckt 
and Flute 4 ft. for the last four measures. With some old organs in 
which the intonation of the stops is uncertain and their tone somewhat 
weak, it is necessary to use more stops in the Sw. for this accompaniment, 
particularly if the bass voice is somewhat large. 

For the following quartet passage play on the Gt with the Sw. 8 and 
4 ft stops coupled. Change to the Sw. (without Ped.) on the last 
count of the word ** image." For the PP measure use only the Gedeckt 
and Salicional or even the Salicional only. The phrase begrinning ** so 
in " is generally sung unaccompanied. If not, use Sw. 8 and 4 ft. without 
Violin Diapason. If the organist plays the upper brace of page 4, use 
only the Gedeckt (St. Diapason) when the bass sings alone. For the 
duet play on the Sw. 8 and 4 ft. with Oboe. Put off the Oboe at the 
words ** so doth " and the Violin Diapason at the top of page 5. Use 
only the Gedeckt (St. Diapason) for the last two measures of the 
duet The TranquiUo phrase is generally sung unaccompanied. If 
it is necessary to play the accompaniment use as little of the Sw. as 
possible — the Salicional only, if the quartet can maintain the pitch. At 
the words ** beneath thy wings " play on Sw. 8 and 4 ft. without Oboe or 
Violin Diapason. Add one or both of these stops in the middle brace. 
For the Animato, the accompaniment should be quite heavy. Play 
on the Gt. with Diapason if possible, though this stop is frequently too 
loud for a quartet in this passage. At the first count of the middle 
brace of the last page, play both hands on the Sw. without Ped. Gradually 



THE ACCOMPANIMENTS OF ANTHEMS 138 

epen the swell, and at the FF, play on the Gt with Ped. The Gt 
Diapason generally is necessary here for the proper support of the 
tnartet For the PP phrase in the lower hraoe use Salieional and 
^oline. Put off the Salidonal just before the quartet sings the last 
four words. 

M O Lamb of God." Brbwbk 

Prepare: Gt. Doppel Floete or Gross Flute: Sw. St Diapason 
(Gedeckt), Flute 4 ft, Violina and Voiz Celeste: Oh. Melodia or Concert 
Flute with Flute d'Amour or Bohr Floete: Ped. Bourdon, Sw. to Gt 
and Sw. to Ped. 

Play the introduction on the Sw. and put off the Voix Celeste as the 
Toices begin. At A add the Oboe. The interlude can be played on the 
Sw. or Ch. If it is played on the Ch. one should return to the Sw. two 
counts before the voices begin. At the second count of the measure 
before B put off the Oboe. The staccato notes in the L. H. are frequently 
ineffective when played oh the Sw. They are generally more effective 
when played on the Gt (as prepared). At the last count of the fourth 
measure at the top of page 8, add Full Sw. (closed). Put off the Full 
Sw. at the last count of the upper brace. Play the interlude, beginning 
with the R. H. C (before the double bar) , on the Ch. The L. H. imitation 
in the second measure after the double bar is effective when played on 
the Gt Omit the A-flat which doubles the Ped. note. Return to the 
Sw. on the second eighth-note of the Larghetto, Add the Oboe at the 
last count of the fourth measure at the top of page 4. At D play the 
eighth-notes of the L. H. on the Ch., until the lower brace, when both 
hands should play on the Sw. One measure before E, put off the Oboe. 
One count before the AUargando, add the Oboe and Voiz Celeste and 
open the swell wide. Put off the Oboe on the second count of the 
measure before the double bar (page 5). Continue the interlude on 
this combination (Gredeckt, Violina and Voix Celeste). 

As indicated by the composer, sing the six measures of the returned 
first theme (after tempo V) imaccompanied. While the choir is singing 
unaccompanied, prepare the Gt Mf (Doppel Floete, Gamba and Flute 
4 ft.), and the Sw, to Gt.; or, if the organ has only two manuals and 
has none of the stops named, prepare Gt. Melodia and Flute 4 ft with Sw. 
to Gt Resume the accompaniment at the last count of the upper brace 
of page 6. At G play on the Gt (or on the Ch.). Return to the Sw. 
as indicated. At H, if the Full Sw. (closed) is not too loud, it can be 
used to prepare for the following crescendo. If the Full Sw. is too loud, 
use only 8 and 4 ft with Oboe. At the last count of the middle brace 
of page 7, add the Gt to Ped. and play on the Gt At I (last page), a 
soft Diapason can be added. If the Diapason is too loud, the Full Sw. 
coupled to the Gt will have to sufiSce. At the climax (FF), the power 
of the organ and the power of the tone of the quartet must decide how 
much organ can be used. On some organs Gt to Octave with Full Sw. 
is sufficient and is not overpowering. On other organs this combination is 
much too loud for a quartet and less organ must be used. In either case, 
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the organ must be much reduced just before the choir sings ^ above.'' 
To follow the composer's indications for the last four measures, reduce 
the Sw. to St. Diapason (Gedeckt) and Flute 4 ft. and the Gt. to Doppel 
Floete or Melodia. The above registration is indicated for a small three- 
manual organ. On a larger organ more variety can be secured. On a 
two-manual organ the passages indicated for the Ch. must be played on 
the Gt. and the stops selected on the Gt. must conform to the specifica- 
tion of the particular organ. 

^ Peace and Light." Chadwick 

Prepare: Gh. (or Gt) Melodia and Flute 4 ft.: Sw. Oboe and Flute 
4 ft. : Ped. Bourdon, Sw. to Gt. and Sw. to Ped. 

Play the introduction on the Sw. without Ped. Put off the Oboe 
and add the St. Diapason (Gedeckt). Do not use the Ped. until the 
second brace of the solo. Add the Salicional with the entrance of the 
Ped. In the last measure of the fourth brace, use Sw. 8 and 4 ft with 
Oboe (open). In the last two measures of the solo, use the same com- 
bination as for the first measures of the solo. Play the interlude on 
the Ch. (or Gt.) or Sw. with all the 8 and 4 ft stops except reeds. The 
following ensemble section is generally sung unaccompanied. On the 
lower brace of the last page, while the choir sings the word " light," 
the independent melody in the L. H. part should be played on a combina- 
tion which brings out the melody quite prominently. If the two preceding 
pages have been sung unaccompanied, the chord in the R. H. at this 
point, obviously, must be omitted. After two measures of this L. H. 
melody all the harmony must be played leading to the ** Amen." A good 
registration for these five measures is to use the Voix Celeste with the 
swell partly open at first and gradually close the swell so that the last 
chord of the accompaniment is very soft as the choir sings the ** Amen." 
If the Voix Celeste is not strong enough to be distinctly heard on the 
first six notes of the L. H. part, or if there is no Voix Celeste in the 
organ, the Salicional and Flute 4 ft with or without the St Diapason 
(Gedeckt) frequently answers. Use the ^oline for the last chord. If 
it is deemed advisable to accompany the quartet in the last two pages one 
should use a light combination without Ped. Either the St Diapason 
([Gedeckt) or Salicional for the first two braces. Add the Flute 4 ft 
on the word ^ joy." Crescendo and use 8 and 4 ft. with Oboe (swell 
partly open) for the words, ^Lead me, O Lord," etc. For the climax 
at the top of the last page, play on the Gt with Ped. Return to the 
Sw. at the word ^ till." Gradually close the swell and put off the Oboe 
and Violin Diapason (or other loud stop) on the words '' through 
peace." If the choir cannot sing the middle brace unaccompanied, use 
the Sw. Diapason alone. Any choir can sing the words ** to light " un- 
accompanied, after which play the accompaniment as suggested above. 

From the foregoing suggestions for a few representative anthems, 
etc., the student can obtain the fundamental principles of registration 
for such compositions. The voicing of the individual organs has even 
more infiuence in selecting combinations for accompaniments than for 
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organ comiMMitioiis. Various combinations may be perfectly satisfactory 
in themselves, but are too loud or too soft for certain passages of accom- 
paniment, and, for that reason, must be modified according to circum* 
stances. 

In conclusion, it may be stated (1) that, in the registration of the 
accompaniment of any choir selection, one must first decide whether 
the accompaniment is purely secondary or is independent and of equal 
importance to the voice part; (2) that the power and volume of the 
accompaniment, obviously, depend on the indicated dynamics and the 
power and volume of the voice parts; (3) that certain phrases of 
accompaniment must amply support the voices; (4) that certain phrases 
must only supply a soft undercurrent of harmony (so to speak) ; (5) 
that certain phrases are designed to be assertive even to the extent of 
overpowering the voices for a short time; (6) that the tonal character 
of the combinations used in the accompaniments is purely a matter of 
taste. 



CHAPTER XV 

REGISTRATION OF ORGAN TRIOS 

In playing Organ Trios — compositions which consist of three inde- 
pendent melodies for two manuals and the pedal — it is necessary to 
select contrasted combinations which have sufficient vitality not to become 
wearisome before the end of the comiM>sition. Siich comiM>sitions are 
generally so composed that a change of registration in the midst of the 
comiMMition is frequently quite difficult, if not impossible. 

Some of the best examples of Organ Trios are: Six Trio Sonatas of 
Bach, Four Trios, Op. 39, of Merkel, and Ten Trios, Op. 49, of Rhein- 
berger. For the purpose of illustration let us look at the first Trio 
Sonata of Bach. 

For the first movement (Allegro Moderate), prepare: Gt. Doppel 
Floete (or Gross Flute) and Harmonic Flute 4 ft: Sw. Cornopean, 
Oboe, Gedeckt, Salicional and Flute 4 ft: Ch. Melodia, Flute d'Amour 
4 ft. and Fugara: Fed. Bourdon, Gedeckt and Cello. Play the first twenty- 
one measures with the L. H. on the Gt and the R. H. on the Sw. These 
two combinations present a marked contrast in tone-color. Each com- 
bination gives precision and definiteness to the various contrapuntal 
figures. The Fed. combination should not be quite so loud as either 
manual combination, and yet it should be definite enough in power and 
pitch to enable the hearer to follow the melodic course of the pedal part 
In certain Pedal organs the Cello is too loud for this combination and 
must be omitted. In certain other organs the Bourdon, Violone and 
Gedeckt is a good combination for this Trio. Occasionally, it is neces- 
sary to use (mly the Bourdon with the Ch. to Fed. Coupler. If this 
coupler is used it may be necessary to omit the Fugara in the Ch. 

At the twenty-second measure, play the R. H. on the Ch. and two 
measures later play the L. H. on the Sw. If the swell has been parfly 
open for the preceding section it may be necessary to dose it for this 
section. If the Fugara is somewhat assertive it may be necessary to open 
the Sw. swell or to omit the Fugara. In the balance of the movement no 
other change of registration is feasible. As a matter of taste, one can 
reverse the order of the above registration — begin with the R. H. on 
the Ch. and the L. H. on the Sw. and change to R. H. Sw. and L. H. 
Gt at the twenty-second measure. 

For the second movement (Adagio) prepare: Gt Doppel Floete (or 
Gross Flute): Sw. Oboe, Gedeckt, Voix Celeste and Flute 4 ft: Ch. 
Clarinet and Flute 4 ft: Ped. Bourdon and (xedeckt Play the first 
twelve measures R. H. on the Sw., L. H. on the Ch. In repeating this 
section play the R. H. on the Gt and the L. H. on the Sw. (parfly 
open). After the repeat, play the L. H. on the Sw., and during the 
one measure rest prepare the Ch. Melodia and Duldana, after which 
play the R. H. on the Ch. Continue to the end in this manner. Another 
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xegistratioa for this movemeat is, to play the R. H. on the Gh. Mdodia 
and the L. H. on the Sw. Voiz G^eete and Flute 4 ft (if the Voix Celeste 
IB too soft add the Oboe). For the repeat put off the Voiz Create (also 
the Oboe if it is used) and add the Gredeckt Flay the R. H. on the 
Sw. and the L. H. on the Gh. After the double bar add the Voix 
G^leste and play the L. H. on the Sw. and the R. H. on the Gh. 

Obviously, the above combinations depend on the relative power of the 
stops in the individual organs. A very loud Melodia and an exceptionally 
soft Voix G^leste cannot be used in contrast as indicated above. Like- 
wise, a soft Oboe and an extra loud Doppel Floete (or Gross Flute) 
necessitate some modification of the combinations. In this movement, if 
there is no Gredeckt or GeUo in the Fed. organ, the Gh. to Fed. must be 
used to give the necessary eight-foot pitch. 

For the last movement {AUegro) prepare: Gt. Doppel Floete (or 
Gross Flute) and Harmonic Flute 4 ft : Sw. Gomopean, Oboe, and other 
8 and 4 ft stops (generally excepting the Diapason) : Gh. Melodia, 
Flute 4 ft. and Fugara: Fed. Bourdon, Gedeckt and Gello, or Bourdon, 
Violone and Gedeckt Play the first section (to the double bar) R. H. 
on the Gh. and the L. H. on the Gt Repeat with the L. H. on the Sw. 
(partly open) and the R. H. on the Gt After the double bar, play the 
L. H. on the Gh. and the R. H. on the Sw. If the Gh. is in a swell-box 
and the Piccolo is not loud and shrill, it can be used instead of the 
Fugara (with the Gh. swell closed). On many organs, it is difficult to 
select a Fed. combination which is entirely satisfactory for this move- 
ment, on account of the absence of 8 ft stops. In many compositions one 
can obtain a fairly suitable effect by using the manual to Fed. Gouplers, 
but in Trios this plan is rarely satisfactory as two manuals are used for 
the hands and the Ped. combination ought to be of different tonal color 
for contrast 

Of the Four Trios of Merkel the third one (Ganon in F-sharp) is the 
best-known. This Trio differs from the Bach Trio Sonatas in that 
the R. H. part consists of two voices. The harmony of these two voices 
combined with the melody of the L. H. and the Ped. part is naturally 
much fuller than the harmony of the Trio Sonatas. 

Prepare: Gt Gamba: Sw. Oboe, Gredeckt, Salicional and Flute 4 ft: 
Gh. Melodia, and Ped. Bourdon. Play the first eight measures with the 
R. H. on the Gh. and the L. H. on the Sw. (partly open). At the third 
count of the first measure of the first ending, play the R. H. on the 
Sw. One measure later play the L. H. imitation on the Gt At the third 
count of the first measure of the second ending, play the R. H. on the 
Gh. and the L. H. (one measure later) on the Sw. as at first This 
registration gives a little variety which is wanting if the whole com- 
position is plasred without any change of manuals. A different registra- 
tion (without any change of manuals) is to play the R. H. on the Sw. 
Vox Humana and Gedeckt, and the L. H. on the Gh. Flute 4 ft and 
Duldana* 



CHAPTER XVI 

TRANSCRIPTIONS 

Many compositions which were originally composed for the piano, 
for a string quartet, for the orchestra, or for voices, have been ** tran- 
scribed ** or ** arranged '' for the organ. These ** transcriptions " may be 
divided into two classes: First, those compositions whose style and 
character are more or less similar to the style and character ol organ 
music in general, and which, on account of this similarity, do not sound 
unlike original organ music when they are played on an organ. Illus- 
trations: Largo from "Xerxes,'' Handel; Andante from String Quartet, 
Tschaikowski; Larghetto from the Second Symphony, Beethoven; 
Funeral March from the Pianoforte Sonata of Chopin; Vorspiel to 
'^ Parsifal," Wagner; Schiller Festival March, Meyerbeer; War March 
of Priests from ^^Athalia," Mendelssohn. Second, those compositions 
whose style and character are so much unlike the style and character of 
organ music of today or of any other period, that, while they can be 
played note for note on an organ, the effect which is produced is so 
foreign to the recognized style of organ music that many question the 
expediency of publicly playing such compositions on an organ. Illus- 
trations: Polonaise in A-flat, Chopin; Overture to '* Der Freischutz,'* 
Weber; The Ride of the Valkyries, Wagner; Scherzo in B-fiat minor, 
Chopin; Sonata Appassionato, Beethoven; Overture to ''Poet and 
Peasant,'' Supp6. All these compositions have been included in the 
programs of organ recitals in the last few years. 

If the student has a desire to play ** transcriptions " of the first class 
mentioned above, he should obtain the published ''Arrangements" of 
some well-known authority, as the late W. T. Best, and, so far as is 
possible, adapt the printed registration to the organ on which he is 
playing. A reasonable amount of capability in registering genuine organ 
music will enable the student to adapt such "transcriptions" to the 
individual organ. 

In examining the "Arrangements from the Scores of the Great 
Masters" by W. T. Best, the student cannot fail to observe that the 
arranger has adopted a very conservative course; that, while he has 
suggested a reproduction on the organ of many of the tone-colors and 
effects of the original composition, so far as those colors and effects 
seemed to him to he consistent with the real ehwraeter of organ mtcsie, 
he has avoided registration which he thought might cause the organ to 
sound worse than a poor orchestra. 

On the other hand, the student who is present at some of the organ 
recitals of today, will notice that an entirely different course is adopted 
by a few of the present-day organists. In some of the " transcriptions " 
of orchestral compositions, the student will hear many surprising ^ects 
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of which the orchestra itself is entirely innocent^ in the attempt of the 
performer to make the organ sound " orchestral." Many of these effects 
are ingenious; some are startling; and all of them are attractive to a 
certain class of listeners. 

No one can say, ex eathdrd, that one of the above styles of ''tran- 
scriptions " is right and the other wrong. It is purely a matter of per- 
sonal taste, and, as has been stated many times, ** individual tastes in 
registration differ." 



CHAPTER XVII 

REGISTRATION ON ONE-MANUAL ORGANS 

Whujb one-manual organs are rarely constructed now-a^Kiays, many 
students get their first experience as organist in some small church 
which has an old-fashioned, one-manual organ. On such instruments, 
the limitations are numerous, but an organist ought to be so schooled 
that he can obtain the best possible results from such cramped cir- 
cumstances. 

There are in existence three kinds of one-manual organs, independent 
of their age, condition, or value: first, those in which most of the 
stops are divided at middle C; second, those in which only a few stops 
axe divided, the division being at tenor C; third, those which have no 
stop divided, except the Oboe, which is divided at tenor G into Oboe 
and Bassoon. 

A sample specification of a one-manual organ of the -first kind f ol» 
lows: — 

FmsT Specification of a Onb-Mamual Obgan 



I 



Manual 

Open Diapason Treble 8 ft. 

a pen Diapason Bass '' " 

elodia Treble 8 ft. 

} Stopped Bass ) Bass " " 

Dulciana ) Treble 8 ft. 

Flute ♦ Treble 4 ft. 

Flute Bass 



>f » 



Oboe Treble 8 ft. 

Bassoon Bass 



»> ft 



Pedal 
Siri>-Bass 16 ft 

Tremolo 

Manual to Pedal Coupler 

In such an organ, all the manual stops, except the Open Diapason, 
are enclosed in the swell-box. Occasionally, the Open Diapason is also 
enclosed. The Dulciana always has no Bass of its own, the Stopped 
Bass answering for the Bass of both the Melodia and the Dulciana. 

In playing organ compositions on a one-manual organ, considerable 
ingenuity must be exercised by the organist to avoid monotony. These 
old organs are rarely well-balanced in the quality or relative pow^r of 
the tone of the individual stops, and the organist is really hampered more 
by this fact than by the absence of a second manual. 

* Frequently, the 4 ft. Btop is not dlyided. 
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To assist the stadent in adapting organ compositions to these organs, 
I suggest the registration for the following list of easy Preludes and 
Postludes: — 



Andante Religiose Deshayes 

Three Short Andantes Porter 

Gothic March vSalom6 

Berceuse Frysinger 

n 

Communion in A Deshayes 

Allegretto Grazioso Porter 

Two Preludes (B-flat and G) Merkel 

March in B-flat Silas 

III 

Finale in E-flat Faulkes 

Meditation in E-flat Dunham 

Andante Grazioso Rickman 

Henbi Deshayes, Andante Religioso 

Prepare: Melodia Treble, Stopped Bass, Dulciana, Flute Treble and 
Bass, Sub-Bass, and Manual to Pedal Coupler. At the 21st measure 
add the Oboe and Basstoon (as indicated). On page 4, second brace, 
fourth measure, open the swell. In the last measure of the brace, add 
Open Diapason Treble and Bass (as indicated). At the top of page 5 
put off the Open Diapason Treble and Bass, the Flute Treble and Bass, 
and close the swell. In the third measure of the third brace, add the 
Flute Treble and Bass. In the sixth measure of the third brace, put 
off the Flute Treble and Bass. At the second measure of the lower 
brace, put off the Melodia Treble, leaving the Dulciana and Stopped 
Bass. 

Walteb Porter, Three Short Andantes 

f 

Andante in Cr-minor. — Prepare: Melodia Treble, Stopped Bass, Dul- 
ciana, Flute Treble and Bass, Sub-Bass, and Manual to Pedal Coupler. 
For llie repeat of the first eight measures, put off the Flute Treble and 
Bass. After the double bar add the Flute Treble and Bass. At the 
last count of the second brace, add the Open Diapason Treble and 
Bass. At the last count of the first page put off the Open Diapason 
Treble and Bass. At the last count of the second measure of the second 
brace, page 2, put off the Flute Treble and Bass. In the next measure 
put off the Melodia Treble. 

Andante in B-flat. — Prepare: All the stops in the organ except the 
Tremolo. For the repeat put off the Open Diapason Treble and Bass. 
After the double bar put off the Flute Treble and Bass. At the last 
count of the fourth measure, second brace of page 3, add the Open 
Diapason Treble and Bass. At the first count of the fifth measure, 
lower brace, put off the Open Diapason Treble and Bass. 

Andante in G. — Prepare: Melodia Treble, Stopped Bass, Sub-Bass, 
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and Manual to Pedal Coupler. For the second eight measures, which are 
a repetition of the first eight meaures, add the Flute Treble and Bass. 
Put these stops off again at the beginning of the third brace. At the 
last measure of the page, add Flute Treble and Bass, and put off the 
Stopped Bass. As we require at this i>oint a solo and accompaniment, 
play the R. H. as printed (Melodia and Flute Treble), and the L. H. 
an octave lower on the Flute Bass alone. This gives different combina- 
tions for the solo and accompaniment. On the last page, after the 
double bar in the second brace, add the Dulciana and Stopi)ed Bass, and 
play the music as printed. On the lower brace, at the fourth measure, 
put off all the manual stops except the Dulciana and Stopped Bass. 
Play the L. H. part an octave lower and R. H. part an octave higher 
than printed. For the last three measures play the L. H. part as 
printed, and the R. H. part an octave higher than printed. 

Theodore Salom£, Gothic March 

Prepare: All the stops except the Tremolo. At the last count oi the 
first page, put off the Open Diapason Treble and Bass. On the second 
page, fourth measure of the second brace, add the Open Diapason Treble 
c»nd Bass. For the repeat make the same changes. For the Trio use 
the Melodia and Flute Treble, St Bass and Flutd Bass. At the double 
bar at the top of the third page, for the solo and accompaniment, use the 
Melodia and Flute Treble, with only the Flute Bass. Play the L. H. 
part an octave lower than it is printed. On the fourth page, third 
measure, shorten the R. H. chord one count, and add the balance of 
the stops, while playing the L. H. part, so as to have all the stops for 
the Tempo Prima. At the last count of the fourth page, put off the 
Open Diapason Treble and Bass. Add them again for the FF. 

J. Frank Frysinger, Berceuse in A 

Prepare: Melodia Treble, Flute Treble and Bass, Sub-Bass. Play the 
L. H. part an octave lower than it is printed. At the end of the first 
brace, draw the Tremolo. Play the R. H. solo on the Melodia and Flute, 
and the accompaniment on the Flute alone an octave lower (equivalent 
to an 8 ft. stop) . The Tremolo will, of course, affect both the solo and 
the accompaniment, but the effect is agreeable. It can be omitted if 
desired. On page 3, where the key changes, put off the Flute Treble and 
Bass and the Tremolo. Add the Stopped Bass. At the top of page 4 
play the R. H. part an octave higher, to prevent its interfering with the 
L. H. part. At the second measure of the lower brace, with only the 
Flute Treble and Bass, play the music (both hands) an octave lower 
than printed. For the last page, add the Melodia Treble and the 
Tremolo. Play the L. H. part an octave lower. Another registration 
for this last page is, to use only the Flute Treble and Bass and play 
the L. H. part an octave lower. This melody and accompaniment can 
also be played on the Melodia Treble and Stopped Bass. 

Many of the one-manual organs, especially the older ones, have only 
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an octave and a half of pedals, from CCC to GG. With such a Pedal 
board, the organist is obliged to transpose some of .the Pedal phrases 
an octave lower, or at least to play a few individual notes an octave 
lower. In the Andante Religioso of Deshayes, the pedal part of the 
last two measures of the first brace must be so transposed. These two 
measures occur three times in the composition. No other transposition 
is necessary. In the Andante in G of Porter, there is one high B in the 
Pedal part of the first brace which must be transposed, and the whole 
of the lower brace of the first page must be played an octave lower. In 
the Andante in B-flat there is one high B-fiat in the second measure to 
be transposed. In the second brace of page 3, beginning with the 
second measure, all the Pedal part must be transposed. Two low B- 
fiats cannot be included in the transposition. These must be played as 
printed. A high B-flat, A-fiat, and G must also be transposed. In the 
Andante in G, the whole of the Pedal part of the second brace must be 
transposed. At the top of page 6, G-sharp and A must be transposed. 
At the return of the first theme, after the double bar, play the Pedal 
part an octave lower, for nine measures and one count After the G 
of the tenth measure, play the part as printed. In the Gothic March 
of Salom6, there are seven high A's in the Pedal part which must be 
transposed. In the Berceuse of Frysinger, no transposition of the Pedal 
part is necessary. # 

A one-manual organ of the second kind has a specification somewhat 
as follows: — 

Second Specification op a One-Manual Obgan 

Manual 

Open Diapason , , ^ ft. 

f St. Diapason Treble 8 ft. 

1 St. Diapason Bass ) 8 ft. 

Keraulophon Treble ) 8 ft 

Flute i jj- 

Hautbois ^ ^ 



Pedal 



Sub-Bass 



16 ft 



Tremolo 

Manual to Pedal Coupler 



All the stops, except the Open Diapason and Sub-Bass, are in the swell- 
box. The Open Diapason and the Flute are not divided. The St. 
Diapason Treble and the Keraulophon run down to tenor C, the lower 
octave of both stops being supplied by the St Diapason Bass. The 
Hautbois runs down only to tenor C. 

Registration of simple organ compositions on such an organ is ev«i 
more restricted than with the previous organ. 
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Henri Deshayes, Communion in A 

Prepare: St. Diapason Treble and Bass, Keranlophon, Sob-Bass, and 
Manual to Pedal Coupler. In the last measure of the second brace, 
add the Flute (as indicated). In the fourth measure of the third brace, 
add the Hautbois (as indicated). On the lower brace, gradually open 
the swell, and, in the third measure, add the Open Diapason. On the 
second page, third brace, second measure, put off the Open Diapason (as 
indicated). During the fourth and fifth measures of the lower brace, 
close the swell, put off the Hautbois, and a little later, the Flute. At 
the last count of the page, put on the Tremolo. At the next to the last 
measure of the third brace of the last page, put off the St. Diapason 
Treble and Tremolo, which leaves the Keraulophon and St. Diapason 
Bass for the ending. If this organ has only an octave and a half of 
pedals, a few notes of the Ped. part can be easily transposed down an 
octave. 

Walter Pobtes, Allecsbetto Gbazioso 

Prepare: St. Diapason Treble and Bass, Sub-Bass, and Manual to 
Pedal Coupler. After playing the first brace on this combination, add 
the Flute. Put off the Flute at the beginning of the third brace, and 
add it again at the beginning of the fourth brace. At the top of the 
second page add the Hautbois. On the last page, second brace, play on 
the Keraulophon and St. Bass. At the third brace, add the St. Diapason 
Treble. Put it off again for the fourth brace. If the organ has but an 
octave and a half of pedals, one phrase of two measures, in the Ped. 
part, which occurs four times, must be transposed down an octave. 

GusTAv Merkel, Two Preludes (B-Flat and G) 

Prelude in B-flat — Prepare: St. Diapason Treble and Bass, Keraulo- 
phon, Sub-Bass, and Manual to Pedal Coupler. At the last count of 
the first measure of the second brace, add the Flute. At the last count 
of the first measure of the third brace, put off the Flute. In the first 
measure of the second page, add the Open Diapason, and gradually open 
the swell. At the last count of the last measure of the second brace, put 
off the Open Diapason, and gradually close the swell. At the second 
count of the sixth measure of the lower brace, put off the St. Diapason 
Treble. If the organ has only an octave and a half of pedals, the three 
notes, B-fiat, A, and G, of die third and fourth measures of the Ped. 
part, which also occur at two other places, can be transposed down an 
octave. 

Prelude in G. — Prepare: Open Diapason, St. Diapason Treble and 
Bass, Keraulophon, Flute, Sub-Bass, and Manual to Pedal Coupler. 
At the last count of the fourth measure of the lower brace of the first 
page, open the swell. In the last measure of the first brace of the 
second page, put off the Open Diapason. Gradually close the swell in 
the next few measures. On the second count of the fifth measure of the 
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second brace, put off the Flute. On the second count of the third 
measure of the lower brace, put off the St. Diapason Treble. No 
transposition of the pedal part is necessary for a restricted pedal- 
board. 

E. Silas, March in B-Fiat 

Prepare: All the ((tops in the organ, eaccept the Tremolo, with the 
swell wide open. At the rest, in the last measure of the first p^ge, 
put off the Open Diapason. At the beginning of the second brace of 
the second page, add the Open Diapason. At the rest, in the last 
measure of this second brace, put off the Open Diapason, and close the 
swelL At the fourth measure of the upper brace, on the third page, 
open the swell wide. At the double bar in the third brace, add the Open 
Diapason. If the organ has only an octave and a half of pedals, a few 
individual notes in the pedal part, on the first three pages, must be 
transposed. On the last page, third brace, transpose all the pedal 
part, beginning with F-sharp. 



In the third kind of one-manual organs, no stop is divided, except the 
Oboe, which has a separate draw-stop (Bassoon) for the lower octave. 
The specification for such an organ is generiUly much like the fol- 
lowing: — 

TmBD Specification of a Onb-Manual Obqah 



Manual 




Open Diapason 


8 ft 


St. Diapason 


8 ft 


SaUcional 


8 ft 


iBoline 


8 ft 


Flute 


4ft 


/Bassoon 
tOboe 




8ft 



FiDAL 

Bourdon 16 ft 

Tremolo 

Manual to Pedal Coupler 

William Faulkes, Finals in E-Flat, Op. 128-6 

Prepare: All the stops in the organ, except the Tremolo, with the 
swell wide open. At the rest in the last measure of the second brace, 
first page, dose the swell. At the last measure of the second brace on 
the second page, open the swell. At the rest, in the last measure of this 
page, put off the Open Diapason. On the third page, in the last 
measure of the second brace, shorten the R. H. chord on the last count, 
in order to add the Open Diapason with the R. H. At the rest in the 
last measure of this page, put off the Open Diapason and Salicional, and 
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close the swell. In the second and fourth measures, at the top of the 
fourth page, omit the note for the thumb of the R. H., as it interferes 
with the L. H. melody. At the top of the fifth page, add the Salicional. 
At the top of the sixth page, for the repeat, open the swelL After this 
repeat, at the first measure of the second brace, add the Open Diapason. 
At the rest in the first measure of the lower brace, close the swell. At 
the third measure of the second brace, seventh page, open the swell. 
Close it again at the second measure of the lower brace. At the first 
measure of the second brace, on the last page, open the swell wide. If 
the organ has only an octave and a half of pedals, several upper 
A-fiats in the pedal part, with the following note in each case, should 
be transposed down an octave. 

Henby M. Dunham, Meditation in E-Flat 

Prepare: St. Diapason, Salicional, ^oline, Flute, Bourdon, and 
Manual to Pedal Coupler. At the last measure of the second brace of 
the second page, put off the St. Diapason. At the last measure of the 
third brace, open the swell. Close it again at the last measure of this 
page. At the return of the theme, in the second measure of the second 
brace, last page, add the St. Diapason. At the third measure of the 
lower brace, put off the St. Diapason and Flute on the second count, 
leaving only the ^oline for the last chord. If the organ has only an 
octave and a half of pedals, two high A-fiats in the pedal part must 
be transposed. 

F. R. RiCKMAN, Andante Gbazioso 

Prepare: St. Diapason, Salicional, ^oline. Bourdon, and Manual to 
Pedal Coupler. At the last count of the second brace, add the Flute. 
At the double bar at the top of page 3, put off the St. Diapason. In the 
last measure of the second brace, add the St. Diapason at the rest in 
the L. H. part. In the last measure of this page, add the Oboe, and 
use the swell as indicated. In the third measure of the second brace of 
the fourth page, put off the Oboe. During the Rit, in the second measure 
of the third brace, put off the Flute, close the swell, and add the Oboe. 
At the last count of the second measure of the lower brace, add the 
Flute. In the upper brace of page 5, open the swell. Close the swell 
in the first measure of the second brace. In the first measure of the 
third brace, put off the Flute. At the rest in the L. H. part, in the first 
measure of the lower brace, put off the St. Diapason. In the next meas- 
ure use the JEoUne only. If the organ has only an octave and a half 
of pedals, one high A in the pedal part must be transposed. 

Each of the compositions which are here registered for one-manual 
organs is, obviously, much more effective when played on two, or three- 
manual organs. Many compositions cannot be played on a one-manual 
organ. These compositions have been selected for illustration because 
it is possible to play them acceptably on a one-manual organ, but the 
student should not associate them only with one-manual organs. 



CHAPTER XVin 

REGISTRATION ON TWO-MANUAL ORGANS 

1. Shall Two-Manual Organ with 15 Speaking Stops 

2. Veby Shall Two-Manual Organ with 7 Speaking Stops 

8. Very Small Two-Manual Organ with Duplexed Swell Organ 
4. Large, Modern Two-Manual Organ with 22 Speaking Stops 



Specification €(p a Sicall Two-Manual Organ with 15 Speaking 

Stops 



Great 



2 pen Diapason 
elodia 
Dulciana 
Flnte d'Amonr 
Octave 

Swell 

Bourdon 

Violin Diapason 

Salicional 

St. Diapason 

^oline 

Flanto Traverso 

Violina 

Couplers 

Sw. to Gt. 
Gt. to Ped. 
Sw. to Ped. 



8 ft 
8 " 
8 " 
4 " 
4 " 



16 ft. 
8 " 
8 
8 
8 
4 
4 



it 

u 

€* 
it 
« 



Different Nabies or Different Stops 
Commonly Substituted 



Hohl Floete or Clarabella 
Dolce, Dolcissimo or Keraulophon 
Wald Floete or Flauto Traverso 
Principal 



String Diapason 

Viola da Gamba or Viola 

Gedeckt or Rohr Floete 

Dolcissimo or Keraulophon 

Harmonic Flute or Flute Harmoniqne 

Gemshom 

Combination Pedals 

Forte Gt. 

Piano Gt. 

Gt. to Ped. (reversible) 

Tremolo 



Small two-manual organs, with specifications more or less similar to 
the above specification, which vary in age from one to forty years, are 
quite numerous. The differences in these organs, outside of the difference 
in age, are numerous and marked. For this reason, it is necessary, in 
suggesting registration for such organs, to consider the quality and 
character of a few of the individual stops. If the stops are voiced and 
regulated according to a well-balanced scheme, the suggested combina- 
tions will be fairly satisfactory. If, however, as is frequently the case, 
several stops are voiced disproportionately loud, in order to give more 
volume to the Full Organ, it will be difficult to obtain many of the 
indicated effects, and the player will be compelled to resort to much oom- 
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promifliiig in seleetiiifir the variotu oombinatioiui. Frequently, in such 
small organs, tiie Open Diapason is of medium scale, and the tone is not 
powerful. To supply some of the volume which is lacking, the Melodia 
and Dulciana are voiced abnormally loud. In such cases, the Melodia and 
Dulciana are unsatisfactory for tiieir primary use in rather soft pas- 
sages, as they are voiced only for the louder effects. Then again, the two 
four-foot stops in the Sw. are frequently voiced louder than their eight- 
foot prototypes, thus depriving the player of several useful and effective 
combinations of 8 and 4 ft stq;Ni. 

Seven Goupositions fob which Registration is Bvawaab 
FOB the Above Sicall Two-Manual Obgan 

Use Seifert Fantasia in C-minor 

William Faulkes Postlude in A 

G^sar Franck Andantino in G-minor 

Edwin H. Lemare Andantino in D-flat 

Arthur Foote Festival March 

Alex. Guilmant Elevation in A-flat 

Georges MacMaster Grand Ghorus in D 

Uso Seifebt, Fantasia in C-Minob 

The registration for this composition is somewhat simple, as no 
special effects are required. Prepare: Gt. to Octave; Sw. (open) 8 and 
4 ffc. with Oboe; Fed. Open Diapason and Bourdon; Sw. to Gt., Gt. and 
Sw. to Fed. The first eight measures should be played on the Gt, as 
prepared. (On large organs. Full Gt. can be added at the ninth measure, 
but on a small organ, such a change is inadvisable.) At the hold on the 
second page, put off the Gt. to Fed. and the Fed. Open Diapason, if it is 
a loud one. Frequoitly, this stop is not too loud for the next pedal 
figure, whidi should be somewhat prominent. As the leaf is turned, the 
swell should be closed. It is not advisable to reduce the Sw. here, as a 
very soft combination would sound out of proportion. At the second 
measure of the tiiird brace, on page four, add the Full Sw., Gt. to Fed., 
Fed. Open Diapason, and play on tiie Gt. At the bottom of page five^ 
use Full Organ. 

William Faulkes, Postlude in A 

Prepare: Gt. All the stops except the Octave; Sw. All tiie stops 
except the Bourdon; Fed. Open Diapason and Bourdon; Sw. to Gt., Gt. 
and Sw. to Fed. In addition to the printed registration, which should 
be followed, put off and on the Fed. Open Diapason with the Gt. to Fed. 
On small organs, it is advisable to use all the stops for the last two 
pages. 

G£sab Fbanck, Andantino in G-Minob 

Prepare: Gt. Flute 4 ft.; Sw. Oboe, St Diapason, Salicional, and 
Flute 4 ft; Fed. Bourdon. With this preparation, the left hand aecom- 
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paoimeiity as far as the change of key to major, can be played on tiie 
Gt an octave lower than it is printed. The object is to obtain variety, 
by using a different registration for the two renderings of the first 
theme. When the Melodia of the Gt. is soft enough for this aooompaii- 
immt (somewhat rare), it can be used in place of the Flute 4 ft If 
neither of these stops is satisfactory, it will be necessary to use the 
Dulciana, but, if possible, it is a good plan to reserve the Duldana 
for the accompanimoit at the return of the theme. At the change of 
key to major (measure 85), play both hands on the Sw. for 12 measures, 
using Salicional, Flute 4 ft and Tremolo. After adding the Gt to Ped., 
play the next six measures on the Gt Melodia. Coupling the Sw. to the 
Gt adds vitality to this passage. After these six measures (measure 
53), put off the Gt to Ped., add St Diapason, and play on the Sw. for 
four measures. In the next measure (57), there are two quarter-rests 
in the R. H. part, at which point tiie L. H. melody should be played on 
the Gt Continue with the R. H. on tiie Sw. for five measures. The 
sixth measure of this melody, marked ''|k>co raW (measure 02), can 
be played on the Sw. with good effect, as it leads back to the opening 
measure of the second theme. The half-note chord of the R. H. can 
be shortened, so as to put off the St Diapason. The next six measures 
should be played with both hands on the Sw. Add the Gt to Ped. and 
play four measures witii both hands on tbe Gt Put off the Gt to Ped., 
and play two measures on the Sw., to the double bar. The following 
return of the first theme (measure 76) can be effectively registered 
with tiie solo played on the Sw. Bourdon, Salicional, Flute 4 ft and 
Tremolo, unless the Bourdon happens to be a loud one. The accompan- 
imeat should, of course, be played on the Gt Dulciana. If the Sw. 
Bourdon is too loud for the above combination, and the Salicional lacks 
sufficient character to make a good solo combination with the Flute 4 ft, 
the Oboe can be substituted for the Bourdon. This combination is much 
like the first combination, and hence prevents a variety in the registra- 
tion, but this is oftentimes unavoidable. After measure 100 (whole 
measure rest), play the R. H. on the Sw. witii Salicional and Flute 4 ft, 
and the L. H. on the Gt Melodia (or Flute 4 ft^an octave lower), for 
four measures, to the second hold. At this point (measure 105) , a change 
of combination is desirable, to avoid monotony. Both hands on the Sw., 
with St Diapason, Flute 4 ft, and Tremolo, gives a contrast At the 
bar between measures 117 and 118 (paeo raU), add Salicional (L. H.). 
In the next measure, ignore the tie in the L. H. part and put off the St 
Diapason. At the third count of measure 126 (nine measures before the 
end), put off the Flute 4 ft Two measures later, use ^oline only, with 
the swell open, gradually closing it to the end. 

Several variations of the above registration are possible; e. g., one 
can play the solo (at the beginning) on the Melodia in the Gt, with the 
accompanim^it on the Sw. Salicional, with or without the St. Diapason. 
The Melodia is frequently without any attractive character, and is tiius 
not always a good solo stop for this style of a solo. The second theme 
in the major can be played on any attractive combination of 8 and 4 
ft stops on the Sw.: as St Diapason and Flute 4 ft, or St Diapason 
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and Violina. The retium of the first theme (measure 76) can be played 
on the Oboe with some other stop, especially if the first presentation 
of this theme were played on the Melodia. At measure 101, the L. H. 
part can be played on the Sw. and the R. H. part on the Gt. Dukiana, 
followed by both hands on the Sw. at measure 105. 

Edwin H. Lemare, Andantino in D-Fiat 

The composer's indications for the registration are for a three-manual 
organ, and obviously cannot be followed on this small two-manual organ. 
I suggest the following: Prepare: Gt. Duldana; Sw. Oboe and St. 
Diapason; Ped. Bourdon. The first page can be played on the Sw. and 
Gt. On a two-manual organ, it is rarely possible to play the two 
melodies indicated for the R. H., on the second page, on two manuals. In 
the first place, it is seldom that the Sw. and Gt. are near enough together, 
in a two-manual organ, to enable the player to ** thumb " the counter- 
melody on the Gt. In the second place, if the manuals are near enough 
together, the only possible registration is to use the Gt. Flute 4 ft for 
the thumb melody and also for the L. H. accompaniment (an octave 
lower). This re^stration is rarely satisfactory. On most two-manual 
organs, it is necessary to play both of these mdodies with the R. H. on 
tiie Sw. The L. H. accompanimoit can, of course, be played on the 
Duldana. For the melodies, a combination in contrast to that of the 
first page is advisable. I suggest St. Diapason and Flute 4 ft. On 
page 8, if we play the R. H. solo on the Gt., as indicated, it is necessary 
to add several stops (possibly all but the Bourdon) to the Sw. combina- 
tion for the accompanimoit. Another plan is to add the Mdodia on 
the Gt. for the solo, and add the Open Diapason and Salicional on the 
Sw. for the accompaniment. This plan necessitates a longer pause at 
the end of tiie section, in arranging the combinations for the last section, 
but it is unavoidable. At the end of page 8, in order to turn the leaf 
and prepare the following combinations, it seems to me advisable to hold 
all the notes of the last chord in the L. H. (Sw.), while the Open 
Diapason (or Melodia) in the Gt. is put off and the leaf turned. After 
this, a short break will enable the player to change tiie Sw. combination 
to Salicional and Flute 4 ft, with Tremolo. No other change of stops is 
necessary. 

Numerous variations of the above r^stration are possible: e. g., if 
the Gt. Dulciana is too loud, or is practically a soft Viola instead of a 
real Dulciana, its string-tone quality may possibly preclude its use 
altogether, in the accompaniment of this composition. In such a case, it 
is necessary to play the accompaniment on the Sw. and the solo on the 
Gt For the first page, the Melodia can be used for the solo, and the 
St Diapason, Salicional, and possibly the Flute 4 ft., in the Sw. for 
the accompaniment For the second page, add the Violina in the Sw., 
and play both melodies on the Gt. Melodia. For the third page, add the 
Oboe and Open Diapason in the Sw. Play the R. H. solo on this com- 
bination (with the swell wide open if necessary), and the ac<K>mpaniment 
on the Gt Melodia. At the end of the page, hold the L. H. chord on the 
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Gt, as pxevioQsly suggested, while arranging the Sw. comhination and 
turning the leaf. If one uses only the 4 ft. stops (Flute and Violina) 
in the Sw., with the Tremolo, the last two pages can be played with 
both hands on the Sw., the L. H. being played an octave lower than 
the music is printed. This effect is frequently very good, and occasion- 
ally very bad. One must be governed by the individual conditions. 
Another possible registration for the last two pages, provided the Dul- 
ciana is quite ^stringy," as mentioned above, is to play the R. H. 
chords on the Dulciana, and the L. H. accompaniment on any soft com- 
bination on the Sw. Sometimes the ^oline with the swell wide open is 
satisfactory. 

Arthub Foote, Festival Maach 

Prepare: Gt. Full; Sw. Full (open) without Bourdon; Ped. Open 
Diapason and Bourdon; Sw. to Gt., Sw. and Gt. to Ped. After the 
first 16 measures, played on the Gt., put off the Ped. Open Diapason and 
play on the Sw. The Gt. to Ped. can be put off with the reversible pedal, 
while playing. On page 3, middle of the second brace, return to the 
Gt., ritarding a little to allow the addition of the Ped. Open Diapason 
and Gt. to Ped. At the top of page 4, before playing, put off the Ped. 
Open Diapason and the Sw. to Gt. While playing the first two measures 
on the Sw., gradually close the swell, reduce the Gt. to pidno (with the 
foot), and put off the Gt. to Ped. In the third measure omit tiie D-flat 
of tiie L. H. (as the Pedal has the same note), in order to put off 
the Open Diapason and Violina in the Sw. with this hand. Continue 
R. H. on the Sw., and L. H. on the Gt. No change is advisable on these 
two pages (except to open and close the swell), until the lower brace 
of page 5. In the first measure of this brace, change the L. H. D-flat 
to a quarter-note, in order to add the Sw. to Gt. and Gt. to Ped. While 
playing the four notes in the Ped., add all the Sw. stops. During the 
rests in the third measure, add Gt. Open Diapason and open the swell. 
As the leaf is turned back, add Full Gt. (pedal). The two repeated 
pages require no further suggestions. 

Alex. Guilmant, Elevation in A-Flat 

Prepare: Gt. Melodia; Sw. St. Diapason, Violina, and Tremolo; Ped. 
Bourdon. In the Schmidt edition of this composition (edited by E. E. T.) 
the combination which is suggested for the first theme is: ** Salicional, 
Violina, and Tremolo." If the Salicional is not too soft, nor the Violina 
too loud, this combination is delicate and effective. On organs in which 
this combination is not satisfactory, I suggest St. Diapason and Violina; 
though there is danger of the Violina being too loud. Occasionally, the 
Bourdon 16 ft. and Salicional, with the Tremolo, playing an octave 
higher, is very ^ective, as these two stops, used an octave higher, are 
quite similar to St. Diapason and Violina. At the change of key on 
page 3 (measure 37), I suggest adding the Oboe, irrespective of which 
combination is used previous to this measure. The L. H. part should 
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be played on tbe Gt (on two-manual organs). At the eighfh measuze 
after the change of key (measnre 45), add the Salidonal and Flnte 
4 ftf if the first combination selected is St. Diapason and Violina; or 
add St. Diapason and Flnte 4 ft., if the first combination selected is 
Salidonal and Violina. At the third double bar (measure 63), where 
the key returns to D-fiat, to prepare a better crescendo and dimax, add 
Sw. to Gt. Four measures later (measure 67), for the dimax, play 
both hands on the Gt. (as indicated in the Schmidt edition), with the 
swdl open. Change back to the Sw. (both hands) on the last count 
of the second following measure (69). In the next two measures, during 
the ritarding phrase in the L. H. (on the Sw.), the combination should be 
gradually changed to the one sdected for the return of the first theme. 
The registration indicated in the Schmidt edition is effective^ on tiiree- 
manual organs which contain a Vox Humana, but, as we are now 
registering tbe composition for a small two-manual organ, this com- 
bination is not available. Salidonal and Flute 4 ft is effective for this 
phrase, if the stops are wdl balanced. To best obtain this combination, 
from the combination of stops which is already on, put off tbe Oboe 
on the F (third count of the L. H. part), in the second measure before 
t^e change of key to A-flat. On the G-natural of the next measure, 
put off the Violina. On the A-natural, put off the St. Diapason. This 
will leave Salidonal and Flute 4 ft. with Tremolo, for tbe return of the 
first theme (tempo primo). No further change of stops is necessary, 
except to reduce to the ^oline while holding tbe last chord. 

Several variations of this registration have already been suggested. 
Occasionally, we find an organ on which no combination of stops, which 
has already been suggested, sounds welL On such an organ, one shoidd 
try the first theme on the Sw. with Salidonal, alone or combined with 
the St. Diapason. At the change of key to D-fiat (measure 37), if the 
Oboe is objectionable, add the Open Diapas<m (Sw.). In the next three 
braces, it is effective to add the 4 ft. stops (one at a time), even if they 
axe quite loud, as the Open Diapason, together with the other 8 ft. 
stops which are already on, will balance the excessive power of the 4 ft. 
stops. At the return of tbe first theme (measure 61), where the key 
changes back to A-fiat, one can use the same stop or combination as at 
the beginning; or, for the sake of variety, one can frequently use the 
two 4 ft stops (Flute and Violina), without any 8 ft stop, playing an 
octave lower. While holding the last chord, the Flute can be put off. 
It is not always possible to use these stops an octave lower, but occasion- 
ally a good effect is thus obtained. 

Geobgbs MacMasteb, Grand Ghoeub 

Prepare: Full Gt, Full Sw. (op^). Full Fed.; Sw. to Gt and Gt 
to Fed. The first two pages and a half should be played on the Gt On 
such a small organ, it is inadvisable to attempt to change the registra- 
tion, in the measures indicated F and FF, as the desired effect all through 
iliese pages is massive and heavy. On a larger organ, changes could be 
made whidi would be effective. For the middle section on the third page. 
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vedoee the Gt. to Melodis and Flute, put off the Sw. Bourdoii, PecL Open 
Diapason and Sw. to Gt. Play eight meaanreB of the middle section 
on the Gt., and xepeat on the Sw. After the second ending, play on the 
Gt. At the fourth measure at the top of the fourth page, play on the 
Sw. On the second brace, beginning at the third measure, play two 
measures on the Gt. Return to the Sw. in the fifth measure. In the 
first measure of the tiiird brace, the chords can be played with one 
hand, as the bass notes are duplicated in the Fed. This oiables one to 
add Full Gt and Sw. to Gt. In the rest before the return of the first 
theme, add Fed. Open Diapason, Sw. Bourdon, and Gt. to Fed. No 
further change is necessary. 

n 

Spicifigation op a Veby Small Two-Manual Oboan with 

7 Speaking Stops 



Gbeat 

a^n Diapason 
elodia 
Dulciana 

Pedal 



8 ffc. 
8 " 
8 « 



Swell 

St. Diapason 8 ft 

Sidicional (Keraulophon) 8 ** 
Flute 4 



u 



Goupijss 



Bourdon 



Tremolo 



16 ft 



Sw. to Gt 

Gtto Fed. 

Sw. to Fed. 

Sw. to Gt at Octaves. 



All the stops, except the Open Diapason and the Salicional (or Kerau- 
lophon), are generally voiced louder than the same stops are voiced in 
larger organs. The object of this increased power is, to give as much 
power to the Full Organ as possible. This increased power is, obviously, 
necessary only for the hymns and postludes. The larger part of the use 
of the organ is for the preludes, offertories and the accompaniments of 
anthems, solos, etc. Increasing the power of the stops generally sacri- 
fices the refinement of the tone^ and the combinations of stops are 
therefore much less satisfactory. 

Special attention should be called to the Salicional (or Keraulophon) 
and the ^ Sw. to Gt at Octaves.'' As there is no ^oline or other very 
soft stop in this organ, the Salicional (or Keraulophon) is generally 
voiced somewhat softer than usual, as this stop must be used both for a 
Salicional and for an ^oline. In old organs the pipes of the lower octave 
of the Salicional and Dulciana were frequently omitted. The pipes of 
the lower octave of the St. Diapason and Melodia were " grooved in " 
to the Salicional and Dulciana to supply the deficiency. Frequently, 
separate draw-stops, labeled ** St Diapason Bass '' or ** Stopped Bass," 
controlled this lower octave of these stops, so that they could be drawn 
at pleasure with either stop. The ** Sw. to Gt. at Octaves " is intended 
to add brilliancy and power to the Full Organ. It generally makes the 
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Full Organ shrill and should be used with much moderation. A further 
consideration of this coupler may be found in the chapter on Gouplem 
and Octave Couplers. 

The same seven compositions are selected for registration on this 
small organ, that were selected for the preceding ovgan, the object 
being to enable the student to observe the different treatment which is 
necessary in registering compositions on a smaller organ. 

Use Seifbbt, Fantasia in G-Minob 

Prepare: All the stops, except the Tremolo and Sw. to Gt. at Octaves 
(swell open). At the middle section, the Gt. to Fed. should be put off, 
as in the other organ, and added again as one returns to the Gt 
The Sw. to Gt. at Octaves can be added after the hold, at the top of 
the last page. 

William Faulkes, Postlude in A 

Practically the same registration as that indicated in the previous 
section, can be used with this organ, with the omission, at the outset, 
of those stops which are not included in the specification of t^iis organ. 

G£sAB France, Andantino in G-Minor 

Prepare: Gt. Melodia; Sw. St. Diapason and Flute; Ped. Bourdon. 
Play the solo on the Gt. and the accompaniment on the Sw. At the 
change of k^ (measure 85), after adding the Tremolo, play both 
hands on the Sw. At measure 47 add the Gt. to Ped., and play both 
hands on the Gt. At measure 58 put off the Gt. to Ped., and play both 
hands on the Sw. At measure 57 play the L. H. melody on the Gt. and 
the R. H. on the Sw. At measure 62 (poco rail) play both hands 
on tiie Sw. At measure 69 add the Gt. to Ped., and play both hands on 
the Gt., for five measures. Put off the Gt. to Ped., and play the next 
two measures on the Sw. For the return of the first theme, play the 
solo on the Sw. with all the stops, and the accompaniment on the Gt. 
Dulciana. Another registration for this phrase is, to play the solo on 
the Gt. Dulciana with the Sw. to Gt. at Octaves, and the accompaniment 
on the Sw. Salicional. At measure 101 (after one measure rest in all 
the parts), play both hands on the St. Diapason alone, for four measures. 
At measure 105 play both hands on the Gt., with the Gt. Dulciana, Sw. to 
Gt., Sw. Salicional and Tremolo. At measure 119 play both hands on the 
Sw. At the last count of measure 126, play both hands on the Gt. Two 
measures later play both hands on the Sw., to the end. 

Edwin &. Lemare, Andantino in D-Flat 

Prepare: Gt. Dulciana; Sw. St. Diapason and Flute; Ped. Bourdon. 
Play the solo on the Sw. and the accompaniment on the Gt. For the 
second page put ofP the Flute and add the Tremolo. Play the two hands 
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flie Bfime as on the previous page. (The two staves of the R. BL part 
must be played on one manual in such a small organ.) For the third 
page put off the Tremolo, add the Melodia and Flute, and play the R. H. 
on the Gt. and the L. H. on the Sw. For the last two pages play the 
R. H. on the Sw. with the Salicional (or St. Diapason) , Flute and Treonolo, 
and the L. H. on the Gt. Dulciana. 

Arthub Foote, Festival March 

Prepare: All the stops except the Tremolo and Sw. to Gt at Octaves 
(swell open). Play the first sixteen measures on the Gt. Put off the 
Gt. to Ped. and play on the Sw. At the middle of the second brace of 
page 3, add the Gt. to Ped., and play on the Gt. At the top of page 4, 
put off the Gt. Open Diapason, Sw. to Gt. and Gt. to Ped. For two 
measures play both hands on the Sw., gradually closing the swell. Put 
off the Flute and play the R. H. on the Sw. and the L. H. on the Gt. 
At the top of page 5, play both hands on the Sw. After the second 
ending, play the L. H. on the Gt. as at first. At the rest in the first 
measure of the lower brace, add the Sw. to Gt. and Gt. to Ped. Play on 
the Gt. In the next measure add the Op. Diapason. For the repeat of 
the first two pages open the swell and add all the speaking stops. The 
Sw* to Gt. at Octaves can be added for the last phrase. 

Alex. Guilmant, Elevation in A-Flat 

Prepare: Gt. Melodia; Sw. St. Diapason, Salicional and Tremolo; Ped. 
Bourdon. Play both hands on the Sw. until the key changes to D-flat. 
At this measure add the Flute and play the L. H. on the Gt., unless the 
Melodia is too loud. At measure 51 add the Sw. to Gt. At measure 55 
play both hands on the Gt. At measure 58, last count, play both hands 
on the Sw. During the ritard of the next two measures, prepare the 
combination for the return of the first theme, choosing the most satis- 
factory of the three following combinations: 1. Both hands on the Sw. 
with Salicional, Flute and Tremolo (unless the Flute covers up the 
Salicional) : 2. Sw. St. Diapason, Flute and Tremolo: 3. Both hands on 
the Gt. with the Dulciana, Sw. Salicional and Tremolo, and Sw. to Gt. 
at Octaves. 

Georges MacMaster, Grand Ghoeur in D 

Prepare: All the stops except the Tremolo and Sw. to Gt. at Octaves 
(swell open). Play two and a half pages on the Gt. For the second 
section on the third page, put off the Op. Diapason and Sw. to Gt., and 
play on the Gt. Repeat on the Sw., after putting off the Gt. to Ped. 
After the second ending play on the Gt At the fourth measure of page 
4, play on the Sw. At the third measure of the second brace, play two 
measures on the Gt. At the fifth measure return to the Sw. At the 
return of the first theme, add the Op. Diapason, Gt to Ped., and play 
on the Gt. The Sw. to Gt at Octaves can be added for the last four 
measures. 
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Rkisisation fob a SicALL Two-Manual Oboan ?nTH 

**j)uvLBJED" Swell Obgan 

As stated on page 84, a ^duplex'' chest is one so constmcted that 
the several stops may be drawn and played, by means of separate draw- 
stops, en two separate manuals, without the use of the Couplers. 

Sfkhfigation op a Vest Small Two-Manual Obgan, with 

Seven Speaking Stops 
(With a ** Duplexed ** Swell Organ) 



Gbbat Obgan 

1. Open Diapason 
Salieional 
St. Diapason 
Flauto Traverse 

Pedal Obgan 

6. Bourdon 

7. Gedeckt 



8 ft 

8 - 
8 " 

4 



ti 



16 ft 
8 •* 



Combination Pistons 
(Nofirmovahle) 

Gbeat Obgan 

1. St. Diapason, Flauto Traverso 

and Ped. Bourdon 

2. Full Gt and Full Ped. 

3. Release 

4. General Release 

Swell Obgan 

1. St Diapason and Salieional 

2. Full Sw. and Ped. Bourdon 
8. Release 



Swell Obgan 

2. ^oline 

3. Saliei<mal 

4. St Diapason 

6. Flauto Traverso 

COUPUBBS 

Gt to Ped. 
Sw. to Ped. 
Sw. to Gt 
Sw. to Sw. 16 ft 
Sw. to Sw. 4 ^ 

Pedal Movements 



Fun Organ 

Gt to Ped. (reversible) 

Swell Tremolo 



8 ft 
8 •• 
8 

4 






Note: It is presumed that this is a modem organ with a somewhat 
stringy Salieional and a soft Flauto Traverso. 

There is but one distinct stop in the Great Organ — Open Diapason. 
Three stops of tiie Swell organ are ^duplexed'' so that they can be 
played separately from either the Gt or Sw. manuaL In this organ 
the duplexed stops have the same names on the two manuals. Fre- 
quently, they have different names; e. g., the Salieional of the Sw. is 
sometimes called ** Duldana " in the Gt The St Diapason of the Sw. 
is frequently called ** Gedeckt," or even ~ Melodia,'' in the Gt WhOe 
thore may be a slight advantage in associating the separate names wilb 
the separate manuals, it tends to destroy one's idea of distinct tone- 
quality if, for example, a Gedeckt is called Melodia. 



REGISTRATION ON TWO-MANUAL ORGANS 167 

In registering compositiQnB for soeh an organ, the organist must keep 
in mind the individual stops, and on which manual he wishes to nse them. 
It is obvious that, if one draws the Salicional on both the Gt and the 
Sw., without any other stops, the two manuals are like one. Further- 
more, if the organist uses the Salicional on the Sw. and the St Diapason 
and Salicional on the Gt., he must not play the same notes on the two 
manuals at the same time, as those notes will be silent on one manuaL 

Four Compositions fob which Rbceistration is SucKacsTED for the 
Above Shall Two-Manual Obgan wi^P Duplexed Swell Organ 

Berthold Toors Allegretto Grasioso 

William Faulkes Grand Ghoeur in A 

S. Tudor Strang Cantique d'Amour 

Johannes Pache Prayer in A-flat 

Bbbthold Toubs, Alubgbetto Gbazioso 

Prepare: Gt. St Diapason, Sw. Salicional and Flute 4 ft., Ped. Bour- 
don, Sw. to Sw. 16 ft. Play the eight measures of introduction on the 
Gt., the solo on the Sw. and the accompaniment on the Gt. After the 
three measures rest in the L. H., on the second page, add the Tromolo. 
For the second theme (quarter-notes in both hands), put off the Sw. to 
Sw. 16 ft. and play both hands on the Sw. At tiie eighth measure before 
the return of the first theme, change the Sw. combination to St. 
Diapason and ^oline, and play on the Sw. Four measures later, put 
off the St. Diapason, add Sw. to Sw. 4 ft. and play on the Sw. (swell 
wide open). Prepare the Gt. Salicional, and play the retom of the 
theme, R. H. on the Gt. and L. H. on the Sw. The Tremolo may be used 
(ad lib.). Play the last two chords on the Sw. ^oline, with swell closed. 

William Faulkes, Gband Choeub in A 

Prepare: Gt. St Diapason; Sw. Salicional, Flute 4 ft (swell open); 
Ped. Bourdon and Gedeckt; Sw. to Gt. and Gt to Ped.; Combination 
Piston No. 2 on each manual. Play the first two pages on the Gt As 
the leaf is turned, put off the pistons (double release) and the Sw. to Gt, 
and add Sw. to Sw. 4 ft After turning the leaf, play eight measures on 
the Gt The following L. H. melody can be played on the Sw. (open) 
with the R. H. on the Gt At the top of page 5, add the Sw. to Gt 
and play both hands on tiie Gt Play the last two pages on the Full 
Organ. 

S. TuDOB Stbano, Cantique d'Amoub 

Prepare: Gt Salicional and Flute 4 ft; Sw. ^oline and Sw. to Sw. 
4 ft; Ped. Bourdon. Play the first four measures on the Sw. (open). 
Add the Tremolo and play the solo on the Gt and the accompanimmt 
on the Sw. At the last measure of the third brace of the second page, 
play both hands on the Gt In the first measure of the second brace, on 
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page 5, add the St. Diapason in tibe 61 (by means of Piston Na 1). 
Continiie both bands on the Gt. for four measures* Pot off tiie St. 
Diapason (by means of the release) and play four measures more. For 
the last measure of the page, play both hands on the Gt. with the St. 
Diapason alone. While holding the last chord with one hand, prepare: 
Sw. Salidonal, Flute 4 ft, Tremolo, and Sw. to Sw. 16 ft. Play the 
last two pages with the R. H. on the Sw. and the L. H. on the Gt. 

Johannes Pache, Pkayeb in A-Flat 

Prepare: Gt. St. Diapason and Flute 4 ft; Sw. Salidonal and Flute 
4 ft; Fed. Bourdon. Play the first page on the Sw. In the second 
measure of the second page, add the Gt to Ped. and play both bands on 
the Gt In the last measure of this second page, put off the Gt to Ped. 
and play both bands on the Sw. At the top of the third page, add 
Salicional to the Gt, Gt to Ped., and play both bands on tiie Gt At 
the last measure before the double bar, at the bottom of the page, put 
off Gt Salicional and Flute. Play tills measure (R. H. only) on the Gt; 
during which, put off Gt. to Ped. and prepare: Sw. Flute 4 ft, Sw. to 
Sw. 16 ft, and Tremolo. Play the return of the first Ibeme on the Sw. 
At the second measure of the lower brace of the last page, put off the 
Sw. to Sw. 16 ft Play both hands on the Sw., an octave lower than 
printed. Play the last four measures on the Sw. ^oline. 

IV 

Specification of a Modern Two-Manital Obcxan 
22 Speaking Stops, 9 Adjustable Piston Combinations (movable) 



Gbeat Obgan 

Diapason 

Diapason 

Melodia (or Hohl Floete) 

Dulciana 

Flute d'Amour 

Octave 

Trumpet 



Pedal Organ 



Diapason 
Bourdon 
Flute 
Gedeckt 



Gouflers 

Sw. to Gt 
Gt to Ped. 
Sw. to Ped. 
Sw.- to Sw. 16 ft. 
Sw. to Sw. 4 
Sw. to Gt 16 
Sw. to Gt 4 



« 



M 



16 ft 
8 " 
8 " 
8 
4 
4 
8 



u 



u 



16 ft 

16 ** 

8 « 

8 " 



it 
it 

u 

it 



u 
u 
u 



Swell Organ 

Bourdon (treble and bass) 16 ft. 

Diapason 8 

Salicional 8 

Voix Celeste 8 

Gedeckt 8 

^oline 8 

Flauto Traverso 4 

Violina 4 

Flautina 2 

Oboe 8 " 

Vox Humana 8 ** 

Ck)fiflBiNATiON Pistons 

(Adjtistahle) 

Four for Sw. and Ped. 
Three for Gt and Ped. 
Two for Ped. 

Pedal Movebients 
Sfz, Full Organ with all Couplers 
Grand Crescendo (with Unison 

Couplers) 
Gt to Ped. (reversible) 
Sw. Tremolo 
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At the outset^ adijUBt piston combinatioiis as follows: — 

Gt. No. 1 Melodia, Dulciana, and Ped. Bourdon. 

Gt. No. 2 Diapason, Melodia, Dulciana, Flute, with Ped. Diapason, 

Bourdon and Gedeckt 
Gt. No. 3 FuU Gt. with Full Ped. 

Sw. No. 1 Salicional, Gedeckt, ^oline, and Ped. Bourdon. 
Sw. No. 2 Salidonal, Gedeckt, iEoline^ Flute and Violina, with Ped. 

Bourdon. 
Sw. No. S All the 8 and 4 ft stops with the Oboe, and Ped. Bourdon 

and Gedeckt. 
Sw. No. 4 Full Swell with Ped. Bourdon and Gedeckt 
Ped. No. 1 Bourdon and Gedeckt 
Ped. No. 2 Full Ped. 

The above combinations are ^ general combinationB ** which are used 
frequently in organ compositions. "Special combinations'' should be 
adjusted on the pistons when needed. Obviously, individual tastes, in 
manipulating the stops and combinations of an organ, differ to a great 
extoit; but the above combinations seem, to the author, to be convenient 
for the purpose of playing the following compositions on this particular 
organ. 

TwsLVB GoMPOsrnoNS for which Reoistsation is Sucmsstiid 

FOB THE ABOVS TWO-MANUAL OBGAN 

Oscar Wagner Allegro ma non troppo 

Frederick Mazson Grand Chorus 

Russell King Miller Nocturne in F 

Theodore Dubois Fantasia in £ 

A. Chauvet Andantino in l)-flat 

Samuel Rousseau Elevation in E-flat 

Theodore Salome Grand Ghoeur in G 

Roland Diggle At Sunset 

Jacques Lemmens Finale in D 

Oscar Wagner Sonata in E-minor 

S. B. Whitney Processional March 

Alfred Hollins Spring Song 

OscAB Wagneb, ^Allesgbo ma non tboppo 

Prepare: Sw. 8 and 4 ft with Oboe (Piston No. 3), (swell open); 
Gt. to Octave (Piston No. 2 with Octave added) ; Ped. Diapason, Bour- 
don, and Gedeckt (Gt. Piston No. 2 gives this combination) ; Sw. to Gt, 
Gt. and Sw. to Ped. 

Play the first three pages on the Gt. At the top of page 4, at the rest 
in the first measure, push Gt. Piston No. 1, which reduces both Gt and 
Ped. Ritard the second measure, and, at the fourth note (G) of the 
third measure, play on the Sw. Gradually close the swell. In the second 
brace, open the swell. During the rests in the R. H. part, in the third 
measure, push Gt Piston No. 2, which increases both Gt and Ped. 

• Tbls registration Is Intended specifically for the organ wliose 8peciflcation''i8 
given on page 168. 
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After the chord in the seventh measurer play on the 6t. On the last 
page, where FF is indicated, open the Grand Crescendo fnlL For the 
last three measores nse the S& 

Fbedikcx Mazson, * Grand Chobub 

The composer's indicated registration is for three-manual organs, and 
can be easily followed on organs of that size. The composition is also 
easily played on two-manual organs of this size, for which the following 
registration is suggested: 

Prepare: Gt. Melodia, Duldana and Flute d'Amour; Sw. 8 and 4 ft 
stops with Oboe (Piston Na 8), (swell open) ; Ped. Bourdon and Gredeckt; 
Grand Crescendo open about three-quarters. The stops which are drawn 
are for the middle section. The Grand Crescendo gives the forte com- 
bination for tiie first section. No couplers are required in the middle 
section. The Sw. to Gt. and Gt. to Ped. are on, at the outset, by means 
of the Grand Crescendo. 

Play on the Gt. At the top of page 8, open the Grand Crescendo full 
for the FF. After the last chord of tiiis page, close both the Grand 
Crescendo and tiie swell pedaL For the middle section, play bodi 
hands on tiie Gt. (which was prepared at the outset) for sixteen 
measures. Repeat the phrase with both hands on the Sw. After the 
double bar, open the swell, play the R. H. on tiie Gt. and tiie L. H. 
on the Sw., for sixteen measures. Close the swell and play the R. H. 
on the Sw. and the L. H. on the Gt. In the second brace of page 6, after 
tiie double bar, open the Grand Crescendo a little more than half (to 
include the Diapason) • For the repeat open the swelL After the second 
ending, at the bottom of tiie page, close tiie Grand Cresc., and play R. H. 
on tiie Sw. (which is already open) and the L. H. on tiie Gt For the 
return of tiie first theme, at the top of page 7, open the Grand Cresc 
full. For the Fughetto at the top of page 8, close the Grand Cresc a 
little, to put off the Trumpet In the last measure at the top of the last 
page, open the Grand (}resc. full. Use the Sfz for the FFF. 

Russell Kino Miller, * Nocturne in F 

The registration indicated by the composer in the printed copy, can 
be followed somewhat closely on tiiis organ. I suggest a few possible 
additions, which will increase the variety without materially disturbing 
the composer's interpretation. 

Prepare: Gt Dulciana; Sw. Oboe and (Sedeckt (St Diapason); Ped. 
Bourdon. The composer has indicated a ^ Soft Flute 8 fV* in the Gt 
for the accompaniment. Very few two-manual organs of this size 
contain such a stop. In tiiree-manual organs which have the Gh. 
enclosed in a swell-box, the 8 ft. Flute of the Gh. (Melodia, Concert 
Flute or Gedeckt) with the swell closed is satisfactory for this accom- 
paniment. Otherwise, it is necessary to use the Dulciana (Gt or Ch.). 

*Thlf regiitratlon li Intended epeclflcally for the organ whose epeclfliSatlon Is 
glTen on page 168. 
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In fhe first two pages the Flute 4 ft (Sw.) shonld be added and pot off 
as indicated. At the end of the first section (bottom of page 8)t to 
carry oat the composer's indications, pnsh Sw. Piston No. 8, Gt. No. 
2p and add Sw. to Gt. and Gt to Ped. On page 4, last connt of the 
second measure of the second brace, add Full Sw. (Furton No. 4). It is 
also necessary to push Gt. Piston No. 2 to bring on the Ped. Diapason 
which is put off by Sw. Piston No. 4. At the bottom of the page» where 
the printed indication reads, ^ Add Princ 4 to Gt/' add tiie Octave. On 
page 5 it is necessary, on this organ, to ignore the indication, ** Full to 
15th.'' In the second brace, at the indication, '' Full Organ," open the 
Grand Cresc fulL The Sfz is generally objectionable at this point, on 
account of the 4 ft couplers which are included. To make a satisfactory 
diminuendo and return to the first theme (lower brace of page 5), I 
suggest the following: Close the Grand Creac. at the first chord of the 
last measure of the second brace; push Sw. Piston No. 8 at the first 
chord of the lower brace; push Gt Piston No. 1 at the beginning of the 
second measure; put off the Gt to Ped. (foot) and play on the Sw. in 
the third measure; push Sw. Piston No. 2 at the beginning of Ibe 
fourth measure; dose the swell gradually, ritard molio, and push Sw. 
Piston No. 1 at the beginning of the last measure. The first half of the 
last measure can be played with the L. H., in order to prepare Gt 
Dulciana, and put off tiie Sw. to Gt Prolong the G-sharp (upper note 
of tiie last chord) a fraction of a count in order to turn the leaf and 
add the Vox Humana and Voiz Celeste. This combination for the 
return of the first theme gives a pleasing variety to the registration. If 
the player prefers he can use Oboe and Credeckt as at first, which is the 
composer's indication. No other change of stops is necessary untO the 
last two chords, which can be played on the Gt Dulciana (as indicated) 
or on the Sw. ^oline* 

It will be noticed that the Ped. stops are iskea care of by the pistons. 
In organs in which such is not the case, the Ped. Op. Diapason should be 
added at the end of page 8 and put off in the second measure of the lower 
brace of page 5. 

Many variations of the registration of the first two and the last two 
pages of this composition are possible, according to the taste of the 
petf ormer. At the outset, thore are various solo combinations from which 
to choose; such as. Oboe, Voix Celeste and Flute 4 ft; Oboe, Vox 
Humana and Bourdon; Voix Celeste, Vox Humana, and 16 ft Coupler; 
Voix Celeste, Gedeckt and 16 ft. Coupler. A variation of tiie method of 
obtaining the indicated effects in the middle section can be obtained by 
using ate Grand Cresc. for the addition of the stops and for the dimin- 
uendo: e. g., in tiie last measure of page 8 open the Grand Cresc. a little 
more than half, which includes the Op. Diapason of the Gt, the 8 and 
4 ft stops of the Sw., the Ped. Op. Diapason, the Sw. to Gt and the Gt to 
Ped. couplers. At convenient points in the next page the Grand Cresc. 
can be opened further to include the Full Sw. and ihe Gt. Octave. The 
Grand Cresc. Full can be used where ** Full Organ " is indicated. The 
diminuendo at the bottom of page 5 can be obtained in the reverse order, 
returning to the first combinations for the return of the first theme. 
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wHlMmt toaehinfi: any of the stops. This plan is not always possible, 
and sometimes is unsatisfactory, in which case the player can nse the 
method previously indicated. 

THfioDOBE Dubois, * Fantasia in E 

Althongh this composition is named " Fantasia," it is not too brilliant 
for a church prelude, as it is mostly of a maestoso character. The 
loudest part requires the Diapason and Octave, and most of the composi- 
tion is registered for soft combinations. With a little imagination, one 
can hear the words, ** Praise the Lord,** all throufi^ the opening theme, 
which consists of a dotted quarter-note, an eighth-note, and a half- 
note. 

Prepare: Sw. 8 and 4 ft with Oboe (Piston No. 3), (open) ; Gt to 
Octave (Piston Na 2 witii Octave added) ; Ped. Diapason, Bourdon, and 
Gedeckt (brought on by Gt. Piston No. 2) ; Sw. to Gt and Gt to Ped. 

The maestoso chords of the opening tiieme (two pages) should be 
played on the Gt (The Octave can be omitted if desired.) After the 
long chord at the bottom of the second page, put off the Gt Diapason 
and Octave. Play the L. H. fragment of the opening theme on the Gt. 
During this fragment, put off the Ped. Diapason, Gt to Ped. and Sw. 
to Gt During the following descending notes in tiie Ped. (Bourdon and 
Gedeckt), which can all be played by the L. foot (rit.), dose the swell 
and add Voix G^leste. Then follows the second theme (qtuisi Andante), 
which should be played on the Sw. At the top of the fourth page, before 
the five eighth-notes in the Ped., put on the Gt to Ped. Play the next 
six measures on the Gt (Melodia, Dulciana, and Flute 4 ft). The fol- 
lowing phrase in E-minor should be played on the Sw., opening the 
swell wide for the forte and dosing it for the Dim. At the last measure 
at the bottom of the fourth page, put off the Voix C!eleste, add the Gt 
Diapason, and play the three notes of the first theme on the Gt, the stac- 
cato chords on the Sw. (partly open). This effect is repeated five times 
(transposed). For the fifth time (B, F-sharp, B) put off the Diapason 
and gradually close the swelL In tiie last two measures of the third 
brace of the fifth page, the repeated thirds of the L. H. should be played 
on the Gt The broken octoves of the R. H. should alternate between 
the Gt and Sw. At the top of page 6, for the return of the second 
theme (key of B), put off the Gt. Flute 4 ft and play both hands on 
the Gt for six measures. For the next six measures (a transiK>sition 
and variation of the second theme, in the key of G), push Sw. Piston 
No. 2, and play both hands on the Sw. The lower brace consiste of 
repetitions of the first three notes of the first theme (L. H.). Add the 
Oboe (Piston No. 8), and play these three notes on the Sw., with the 
contrasted, staccato chords (R. H.) on the Gt. Mdodia (Piston No. 1). 
For the last measure of this page the Tremolo is indicated. Push Sw. 
Piston No. 1, add the Tremolo, and play both hands on the Sw. At the 
rest (R. H. and Ped.), push Gt Piston No. 2 and turn the leaf. At the 

*Thto reglstratloii Is Intended speelflcally for the organ whose spedflcation Is 
glTen on page 158. 
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top of the seventh page, play both hands on the Gt., for six measures. 
After the first eightii-note of the next measure, push Gt. Piston No. 1 
and play six measures on the Gt^ At the bottom of the page, play both 
hands on the Sw. with Piston No. 2. In the last me^ure of the upper 
brace of the eighth page, we have the introductory notes of the first 
theme in the Ped. The Gt. to Ped. and Sw. to Ped. should be added for 
these notes. The fragments of the second theme (manuals), which 
accompany this fragment of the first theme, should alternate between 
the Gt. and Sw. During the sustained chords of the last repetition, push 
Gt. Piston No. 2, to add the Diapason, and play the following return of 
the second theme on the Gt. (both hands) for fifteen measures. (The 
Piston also gives the required Ped. combination.) At the rest, in the 
next to the last measure of the second brace on the ninth page, push 
Sw. Piston No. 3, Gt. Piston No. 1, and put off Gt. to Ped. Play the 
following four measures both hands on the Sw. For the following eight 
measures play the R. H. solo on the Gt. Melodia. The sustained chords 
of the last measure of the page and the first two measures at the top of 
the last page should be played on the Gt. In the third measure continue 
the L. H. on the Gt., and play the R. H. on the Sw., open for the Mf and 
closed for the P. At the second measure of the second brace, play both 
hands on the Gt. During the rests, in the last measure of the brace, 
push Sw. Piston No. 1, and prepare Gt Flute 4 ft. only. For four 
measures of the third brace, play the L. H. on the Sw. and the R. H. on 
the Gt. an octave lower. Play the last three measures of the brace with 
both hands on the Gt. an octave lower. Play all of the lower brace on 
the Sw. Add the Gt. to Ped. (reversible) for the fragment of the first 
theme in the Ped. Play the last chord on the ^oline (Gt to Ped. 
off). 

A. Ohauvet, "^Andantino in D-Flat 

There are four or five American editions of this composition, all but 
one of which indicate the first 35 measures to be played on one manual, 
the melody being given sufficient prominence by means of the phrasing 
which is indicated. 

Prepare: Gt Melodia; Sw. Gedeckt, Violina, and Tremolo; Ped. 
Bourdon. Play the first 35 measures with both hands on the Sw. For 
the second theme, change the Sw. combination to Oboe, Gedeckt, and 
Flute 4 ft Play the solo (R. H.) on the Sw. and the accompaniment on 
the Gt. (Dulciana). When the key returns to D-fiat, change the Sw. 
combination to Vox Humana (or Voix Celeste) and Flute 4 ft Play 
both hands on the Sw. In the last four measures, during the rests in 
the L. H., reduce the combination to iBoline (ad lib.). 

Numerous modifications of the registration are possible; e. g., the first 
section can be played on the Bourdon, Violina, and Tremolo, plasring 
an octave higher; or Gedeckt and Flute 4 ft; or Bourdon and Gedeckt 
playing an octave higher; or Voix Celeste alone; or ^oline and 4 ft 

•This registration Is intended specifically for the organ whose specification is 
giTen on p&e 168. 
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Coupler with the swell open. The middle fleetion can be played with 
both hands on the Gt. (Melodia), or the R. H. on the Gt. and the L. H. 
on the Sw.» with Gedeckt and Flute 4 ft Similar variations of the 
combination for the last section are possible, according to the voicing 
of the individual organ. 

Samuel Rousseau, * EusvAnoN 

Prepare: Gt Melodia; Sw. Voix Celeste (or Salicional) and Flute 
4 ft; Fed. Bourdon. Play the first eight measures both hands on the 
Sw. Add Gedeckt and play R. H. on the Sw. and L. H. on the Gt for 
12 measures. Play the following measure (raU) both hands on the Gt 
Add the Vox Humana and play eight measures with R. H. on the Sw. 
and L. H. on the Gt At the top of the third page, play botii hands on 
the Gt In the second measure, play the L. H. imitation on the Sw. 
Third measure, both hands on the Gt Fourth measure, L. H. imitation 
on the Sw. Fifth measure, R. H. on the Gt and L. H. on the Sw., 
continuing for four measures. This is followed by a return of the first 
theme. At the rest, preceding the theme, prepare: Sw. Vox Humana 
alone and Gt Flute 4 ft alone. Play both hands on the Sw. for two 
measures. Play the L. H. solo on the Gt. an octave lower. As the solo 
is transferred to the R. H., play it on the Gt an octave lower, witii the 
L. H. on the Sw. For the last two measures use the ^oline only. 

Th£odobe Salom£, * Grand Chobub in G 

Prepare: Sw. 8 and 4 ft with Oboe (Piston No. 8) ; Gt to Octave 
(Piston No. 2 with Octave added) ; Ped. Diapason, Bourdon, and Credeckt 
(obtained by Gt Piston No. 2) ; Sw. to Gt, Gt and Sw. to Ped.; Grand 
Gresc. open fuU. Play 84 measures on the Gt (FF). Glose the Grand 
Gresc. and play four measures on the Sw. Continue with both hands on 
the Gt. During the sustained note (D) in the Ped. gradually open the 
Grand Gresc. until the return of the first theme. Use the Sf z to the end. 

Roland Digglb, * At Sunset 

The registration indicated by the composer is for three-manual organs. 
A few minor changes are necessary for this organ. Prepare: Gt Dul- 
ciana; Sw. Oboe, Voix Celeste and Flute 4 ft.; Ped. Bourdon. Play the 
first theme (as far as the double bar) with tiie R. H. on the Sw. and 
the L. H. on the Gt. For the repeat, add the Sw. to Sw. 16 ft Coupler, 
as indicated. For the second theme on the second page, for which the 
Gamba is indicated, put off tlie 16 ft. Coupler, add Melodia, open the 
swell, and play the L. H. on the Sw. and the R. H. on the Gt At the 
rest in the measure preceding the double bar, where the key changes 
back to D-flat, put off the Oboe and add the Vox Humana. At the rest 
in the following measure, put off the Melodia. After these changes, the 

^Thls regtetratlon Is Intended specifically for the organ whose speclflcation to 
glTen on page 168. 
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R. H. tliem^ can be played on the Sw. (Vox Humana, Voix C^iBste, and 
Flute 4 ft) and the L. H. accompaniment on the Gt (Dnlciana). For 
the last eleven meaanroB, pat oflP the Voix G^loBte and Flute 4 ft in 
the Sw. and prepare the Gt Flute 4 ft only. Play the L. H. melody 
on the Gt an octave lower, and the R. H. on the Sw. 

Jacques Lkm bibns, * Finals in D 



The only printed indicationa for the registration in the original copies 
are: ^ FF ** for the first and last sections and ** Sw. P " for the Hymn 
In the middle section. More variety is obtained by playing the first 
section F instead of FF. 

Prepare: Sw. 8 and 4 ft with Oboe (Piston No. 8), (open) ; Gt to 
Octave (Piston No. 2 with Octave added) ; Ped. Diapason, Bourdon and 
Gedeckt; Sw. to Gt, Sw. and Gt to Ped. 

Play three and a half pages on the Gt For the last three eighth-notes, 
in the second measure before the double bar, push Gt Piston No. 1. On 
the second eighth-note of the next measure, play on the Sw., ritard motto, 
and dose the swelL Push Sw. Piston No. 2 on the last count of the 
measure. For the Hymn add the Vox Humana. If there is no Vox 
Humana or the stop is out of order, put off the Gedeckt and Violina 
and add the Oboe and Tremolo. Two measures before the second 
double bar, push Sw. Piston No. 4, put off the Vox Humana and 
Tremolo, and open the swell. At the chord after the double bar, open 
the Grand Cresc f uU, and play the ascending scale on the Gt Use 
the Stz for the last three measures. 

OscAB Waonib, * Sonata in E-Minob 

There are only manual indications in the printed copies. Prepare: 
Gt to Octave; Sw. 8 and 4 ft. with Oboe (open) ; Ped. Full; Sw. to Gt, 
Sw. and Gt to Ped. 

Play the first page on the Gt After the chord, in the fourth measure 
at the top of page 8, play both hands on the Sw. Gradually close the 
swell, and put off tiie Gt to Ped. At any convenient point in tiie first 
three measures of the second brace, push Sw. Piston No. 3, which puts off 
the heavy Ped. stops without changing the Sw. combination. During 
the rests (L. H.) at the end of this brace, add all the Ped. stops and put 
on the Gt. to Ped. Gradually open the swelL At the third measure of 
the third brace, play both lumds on the Gt At the top of page 4, after 
the first two pages have been repeated, play both hands on the Sw. (after 
the chord). Gradually close the swell. At a convenient point after tiie 
double bar, push Sw. Piston No. 8, which puts off the heavy Ped. stops, 
and put off the Gt to Ped. In the fiftii measure of the second brace, 
add all the Ped. stops (Piston No. 2), the Gt to Ped., and open the 
swell. At the first measure of the third brace, play both hands on the 
Gt. At the third measure at the top of page 5, open tiie Grand Cresc. f ulL 

* This registration Is Intended speclflcall j for tbe organ wbose spedflcation Is 
gtwta on page 168. 
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LmrgksUo. Prepare: Gt. Mdodia and Fliile d'Amour; Sw. Gadadrt^ 
SalieioDa], FhtU 4 ft and Violina; Ped. Bonzdon, Sw. to Ped. 

Flay the R. H. lolo on the Gt. and the L. H. aeeon^amment on the 
Bw, At the last eifi^ith-note of the fourth measoxe of the aeeond Inraee 
play boUi hands on the Sw. At the last els^ith-noCe, m the fourth 
measoxe of the third braoe^ open the swell and add the Sw. to Gt. (L. H.). 
In the next measure (key of A), play the last three chords wtth boOi 
hands on the Gt. Add the Gt. to Ped. At the rest m the sixth measore 
at the bottom of the page, add Sw. Oboe and Diapason (Piston Nou 3). 
At the second measore at the top of page 7, posh Gt. Piston No. 2. At 
the rest hi the next measore posh Gt. Piston Nou 1. In the foorth 
measov^ diange to the Sw. on the G-natoraL Pot off the Gt. to Ped. 
and g:radaally dose the Sw. In the last measore of the opper brace, 
posh Sw. Piston Nou 2 and pot off the Sw. to Gt At Tempo Primo, 
play the R. H. on the Gt and the L. H. on the Sw. At the rest in the 
next to the last measore of the second brace, posh Sw. Piston Nou 3 
and play both hands on the Sw. At the second coont of the fifth measore 
of the third brace, posh Sw. Piston No. 2 and play R. H. on the Gt 
and L. H. on the Sw. After the first eighth-note, in the second measore 
at the bottom of the page^ play both hands on the Sw. For the last two 
chords, ose Sw. Salicional and Fhite 4 ft 

AU^Siro MoUo, Prepare: Gt to Open Diapason; Sw. Foil (open); 
Fed. Boordon and Credeckt; Sw. to Gt and Sw. to Ped., Grand Crescendo 
FolL 

Flay the first seven measores on the Gt After the first chord in tiie 
eifi^ith measore, play both hands on the Sw., dose the Grand Gresc and 
gradoally dose the sweU. In the ninth measore^ play the solo (R. H.) 
ontheGtandtheL.H.ontheSw. At the tcqp of page 9, open the Grand 
(}rese. foil and play both hands on tiie Gt In the first measore of the 
third brace, dose the Grand Gresc on the second coont, and play tiie 
10di-notes on the Sw. In the next measore, play the R. H. solo on tiie 
Qt, and the L. H. on the Sw. At the first measore of the second brace 
on page 10, posh Gt Piston No. 2, and play botii hands on the Gt Pot 
on the Gt to Fed: (foot) whfle playing. In the next brace^ gradoaHy 
open the swdL At Presto open the Grand Gresc folL Use Sfs for the 
last three measores. 

S. B. Whitnet, * Pbocessional ICabch 

On this organ, the r^istration indicated by the composer can be 
carried oot in the following manner. Prepare: Gt Diapason, Melodia, 
and Flote d'Amoor (Piston No. 2) ; Sw. 8 and 4 ft with Oboe (Piston 
No. 3); Ped. Diapason, Boordon, and Credeckt; Sw. to Gt and Gt to 

Ped. 

After playing the first two measores on the Gt, posh Sw. Piston 
No. 4 and Gt Piston No. 2. (It is necessary to posh Gt. Piston No. 2, 
in order to bring on the Ped. Diapason which is pot off by the Sw. 

•Tlito reglitratlon ft intended spedflcally for ilie organ whofle spedflcatlon Is 
glTen on page 158. 



REGISTRATION ON TWO-MANUAL ORGANS 167 

Piston No. 4.) Gradually open the swelL On the third count of the 
last measure of the upper brace, add the Gt. Octave. Open the Grand 
Cresc full where ** FF " is indicated. After the third count in the first 
measure of page 5^ close the Grand Cresc. At the rest (L. H.) in the 
third measure, push Sw. Piston No. 4 (this does not change the Sw. 
combination but puts off the heavy Ped. stops) and put off the Gt^ to 
Ped. Gradually close the swelL Before playing the next section (key 
of B-flat) put off the Sw. to Gt. and the Gt. Octave; push Sw. Piston 
No. 1 and add Sw. Bourdon, Flute 4 ft. and Flautino, to give the 
indicated combination. The (^edeckt is not called for but is generally 
necessary. In the third measure at the bottom of the page, add the Gt. 
to Ped. At the top of page 6, open the Grand Cresc full. In the second 
measure at the bottom of the page, close the Grand Cresc. and put off the 
Gt. to Ped. In the last measure of the second brace of page 7, put on 
the Gt. to Ped. Gradually open the Grand Cresc. to full. At the rest 
before the double bar, at the bottom of the page, dose the Grand Cresc. 
and push Sw. Piston No. 4. The Gt. to Ped. should remain on for the 
figure in the first measure, but should be put off in the following measure. 
At the top of page 8, put on the Gt. to Ped. for the second measure. 
Put it off in the third measure. It should be put on again in the first 
measure of the second brace, and off again in the second measure. Just 
before the last count of the third measure of the third brace, push Sw. 
Piston No. 1 and add Flute 4 ft. and Flautino. In the first measure of 
the second brace of page 9, put on the Gt. to Ped. and gradually open 
the Grand Cresc At the double bar, close the Grand Cresc, put on the 
Sw. to Gt., and push Sw. Piston No. 3. In the last measure of the 
brace, push Sw. Piston No. 4 and Gt. Piston No. 2. Gradually open the 
Grand Cresc. to full for the FF. Use the Sfz for the last eight 
measures. 

Alfbed Holuns, * Spring Song 

Prepare: Gt. Melodia and Flute 4 ft.; Sw. Gedeckt, Salicional and 
Oboe; Ped. Bourdon and Gedeckt; Sw. to Gt, Gt. and Sw. to Ped. 

The only suggestion necessary for the first two pages is, to use the 
Grand Cresc. to bring on the Gt. Diapason, which is indicated in the 
upper brace of page 8, and close it near the end of the middle brace. At 
the rest at the end of this page, put off the Oboe and the Gt. to Ped. and 
add the Voix Celeste. While playing the first two measures at the top 
of page 4, put off the Flute d'Amour in the Gt and the Sw. to Gt. For 
the middle brace, put off the Voix Celeste and add the Vox Humana. 
Play the R. H. obligate on theGt. Melodia (already prepared). At the 
rest in the first measure of the lower brace, put off the Vox Humana and 
add the Voix Celeste. At tlie third measure at the top of page 5, put 
off the Voix Celeste and add the Vox Humana. In the last measure of 
the page, while holding the chord as indicated, with one hand on the two 
manuals (the thumb holding the one note on the Gt), draw the Sw. 

*Thl8 registration is Intended speclflcally for the organ whose specification la 
flTen on page 158. 
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to Gt. At the f ollowingr rest, add Flute d'Amour in the Gt., Oboe and 
Flute 4 fti in the Sw., and Gt. to Fed.; put off the Vox Humana and 
Gedeekt Play both hands on the Gt. For the Cresc to F on both the 
sixth and the seventh pages, use the Grand Cresc. to the Diapason. 
During the hold, in the first measure of the middle brace of the last 
PAge, put off the Gt. to Fed. and Oboe. At the rest put off the Melodia 
and Sw. to Gt. and add the Tremolo. This prepares the combinations 
as follows : Sw. Salicional, Flute 4 ft and Tremolo, Gt Flute d'Amour, 
and Fed. Bourdon. The Oboe can be used as indicated (ad lib,). The 
R. H. part can be played on the Gt an octave lower to give the effect of 
an 8 ft stop, or it can be played as indicated, when it will sound an 
octave higher. No other change of stops is necessary, unless the Oboe 
is used, in which case it must be put off later as indicated. 



CHAPTER XIX 

REGISTRATION ON A MODERN THREE-MANUAL ORGAN 

(with nonFmovable combmatiatu) 

SPEcmGATiON OP A Thbeb-Manual Organ 
40 Speaking Stops, 14 Adjustable Combination Pistons (Non-movable) 
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14 
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Great Organ 

1. Diapason 16 ft 

2. First Diapason 8 
8. Second Diapason 8 

4. Doppel Floete 8 

5. Gamba 8 

6. Harmonic Flnte 4 

7. Octave 4 

8. Twelfth 2 % 

9. Fif teentii 2 , 

10. Mixture HI Rks. 

11. Trumpet 8 ft 



Swell Organ 

12. Bourdon (treble 

and bass) 16 ft. 

13. Diapason 8 * 

14. Ctedeckt 8 ^ 

15. Viol d'Orchestre 8 ** 

16. Voix Celeste 8 

17. Salicional 8 

18. iEoline 8 

19. Flauto Traverse 4 

20. Violina 

21. Flautino 

22. Dolce Comet 

23. Cornopean 

24. Oboe 
26. Vox Humana 



u 

u 
u 
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4 
2 
ni Rks. 
8 ft. 

8 ** 
8 ^ 
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Choir Organ 

26. Dnlciana 16 ft 

27. Geigen Principal 8 " 

28. Melodia 8 ** 

29. Dulciana 8 

80. Flute d'Amour 4 

81. Fugara 4 

82. Piccolo 2 
88. Clarinet 8 
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84. Diapason 

85. Violone 

86. Bourdon 

87. Flute 

88. Cello 

89. GkKleckt 
40. Quint 



Pedal Organ 
(augmented) 



16 ft 
16 « 



16 

8 

8 

8 

10% 



u 

t€ 
U 



COUFLBRS 



6t 

Sw. 
Ch. 
Sw. 
>Ch. 
Sw. 



to Ped. 
to Ped. 
to Ped. 
to Gt 
to Gt 
to Gh. 



Sw. to Sw. 16 ft 
Sw. to Sw. 4 *' 
Sw. to Gt 16 ** 
Sw. to Gt 4 ** 
Ch. to Gt 16 " 
Ch. to Ch. 4 ** 



Gt 
Gt 

Gt 

Gt 
Gt 



Adjustable Gobibination Pistons 
(set cur follows) 

No. 1. Stops Nos. 4, 5, 6, 36 

No. 2. *' " 2, 3, 4, 6, 6, 84, 

36 39 
No. 3. " « 1-7, 34, 36, 36, 

38 39 
No. 4. Full Gt and Full Ped. 
No. 0. Release 
Sw. No. 1. Stops Nos. 14, 17 
Sw. No. 2. ** « 13, 14, 17, 19, 20, 

36 39 
Sw. No. 3. « « 13, 14, 15, 17, 19, 

20, 24, 36, 39 
Sw. No. 4. " " 14, 15, 17-20, 23, 

24, 36, 39 
Sw. No. 5. Full Sw. and Nos. 35, 36, 39 
Sw. No. 0. Release 
Ch. No. 1. Stops Nos. 28, 29, 30, 36 
Ch. No. 2. " " 27-31, 36, 39 
Ch. No. 3. Full Ch. and Nos. 36, 39 
Ch. No. 0. Release 
Ped. No. 1. Stops Nos. 36, 89 
Ped. No. 2. Full Ped. 
Ped. No. 0. Release 

No. 00. General Release 
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Pedal Movements 

Sforzando (Full Organ with 

all Couplers) 
Grand Crescendo with Unison 

Couplers 
Gt. to Fed. (reversible) 
Swell Tremolo 
Choir Tremolo 
Crescendo Pedal for Swell 
Crescendo Pedal for Choir 



Notes 

The Combination Pistons remain ** set " 
as above for most of this Chapter. 

The Pedals for the Sfz and Tremolos 
notch down when " on." 

The Combination Pistons do not move 
the draw-stops. 

Indicators show which Pistons are 
« on." 

This Specification with ** Movable Com- 
bination Pistons " is treated in the next 
chapter. 



In presenting this particular specification for illustration, I have 
attempted to select a representative specification of a medium-sized 
three-manual organ. Many modem electric organs have been constructed 
with practically this specification, slight variations of the specification 
being immaterial. This organ has 40 speaking stops. An organ with 45 
speaking stops frequently has, in addition, a Contra Fagotto 16 ft. in 
the Sw., a 32 ft. Bourdon and a 16 ft. Trombone in the Ped., and possibly 
a Third Diapason and a Gemshom 8 ft. in the Gt. In the specification 
of an organ with only 35 speaking stops the following stops are fre- 
quently omitted: Mixture in the Gt., Viol d'Orchestre and Vox Humana 
in the Sw., Fugara in the Ch., and Quint in the Ped. Occasionally, the 
Dolce Comet instead of the Vox Humana is omitted. 

Before proceeding to suggest the registration for various composi- 
tions on this specific organ, I wish to call attention to some of the 
variations of the specification in other organs of about the size of this 
organ. In organs which have a Rohr Floete 8 ft. in place of the Credeckt, 
or a Rohr Floete 4 ft. in place of the Flauto Traverse 4 ft. in the Sw., 
those stops must be substituted in tiie indicated registration. Some of 
the combinations will be less pleasing vnth those substitutions but no 
other course is open to the organist. If the organ contains a Lieblich 
Bourdon 16 ft instead of a Bourdon in the Sw., its substitution in the 
registration will be perfectly satisfactory. 

Many organs of about this size contain only two 8 ft. string-tone stops 
in the Sw., Salicional and Voix Celeste. In these organs the Voix Celeste 
is somewhat of a compromise. The best Voix Celestes consist of two 
ranks of keen and pungent, though not loud, string-tone pipes, called 
" Viol " or " Viol d'Orchestre." Such a Viol d'Orchestre is too strong 
* and stringy to serve as the only 8 ft. string-tone stop in the Sw. It does 
not balance well with the Gredeckt and is too pronounced in tone-quality 
to serve as a soft 8 ft. stop between the iBoline and the Gedeckt. 
Therefore, a less pungent Salicional is also included in the above speci- 
fication for this purpose. If the Voix Celeste consists of two ranks of 
ordinary Salicional pipes (in the absence of a Viol d'Orchestre) it is less 
effective, though it must be used the same as the stronger string-tone 
Voix C61este. 

Some Sw. organs do not contain a soft 4 ft. string-tone stop (Violina). 
This is unfortunate, as many delicate combinations cannot be obtained 
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if such a stop is absent. A stFong: 4 ft stringr-tone stop named ^ Violin ** 
or "Salicef is occasionally found. It is not as useftd as the softer 
stringr-tone stop. 

In the Gt. a Gross Floete (or Gross Flute) is frequently found instead 
of a Doppel Floete. These two stops can be used interchangeably, 
though the tone of the Doppel Floete is generally more refined in 
character. 

In the various Ch. organs we find different forms of a 4 ft Flute 
(Flute d'Amour, Flauto Traverse or Harmonic Flute, Rohr Floete, and 
Wald Floete). In the registration it is necessary to use whichever 4 ft 
Flute is found in the Ch., even if some of the combinations or effects 
are less pleasing than expected. The 8 ft Flute-tone stop in the Gh. 
also varies in name — Hohl Floete, Melodia, or Concert Flute. The tonal 
difference between these stops is not always pronoimced and they can 
be used interchangeably in the suggested registration. 

Since an effective combination of stops depends largely on the relative 
power of the individual stops, I will state that I am presuming that the 
stops of each manual of this organ are well regulated in power with 
relation to each other: i.e., in the Sw. I am presuming that the ^oline 
is extremely soft, that the Salicional and Credeckt are of about the same 
power, that the Viol d'Orchestre has a strong, pungent, string tone, and 
that the Voix Celeste is of the same quality; that the Flauto Traverse is 
softer than the Gedeckt and that the Violina is softer than the Salicional; 
that the Bourdon is softer than the Credeckt and that the Flautino is 
softer than the Flauto Traverse; that the Vox Humana is a little softer 
than the Gedeckt and that the Oboe is a little louder than the Gedeckt; 
tiiat the Diapason and Cornopean are the loudest stops in the Sw. 
Unfortunately, in quite a number of organs the 4 ft. stops so overpower 
the 8 ft stops that many desirable combinations are of little avail. 

I am also presuming that the same balance of power prevails in the 
stops of the other manuals. 

With an organ of the size and specification of this organ, the Grand 
Crescendo is used many times for FF passages, as it brings on Full 
Organ (without the 16 and 4 ft. couplers) with one quick motion of the 
foot and releases the Full Organ with a reverse motion. For example: 
if the organist wishes to use Full Gt., Sw., and Fed., with the Sw. to Gt 
and Gt. to Fed. Couplers, the Grand Crescendo gives the desired combina- 
tion of stops. (The Ch. stops which are included in the Grand Crescendo 
have practically no influence on the FF combination.) If the Sfz pedal 
is used instead of the Grand Crescendo pedal the 16 and 4 ft. couplers 
(especially the latter) are frequently not desirable. 

It should be noted in this specification that no Fed. couplers are 
included in the combinations which have been adjusted on the combina- 
tion pistons. When these couplers are included many annoying com- 
plications arise which are easily avoided by omitting them in the com- 
binations. It is an easy matter to control the Fed. couplers by hand, 
except the Gt to Fed. Coupler, which can be controlled either by hand 
or by the foot (Gt to Fed. reversible). In some large organs there are 
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Teversible pedals to control the Sw. to Gt. and Sw. to Fed. eenplen, 
similar to the Gt. to Fed. reversible. 

A List op Twenty Obgan Gomfositions 
For which the Registration is Suggested for the Three-Manual Organ 

Whose Specification is given on page 169 

J. S. Bach Toccata and Fugne in D-minor 

Arthur Foote Pastorale in B-flat 

H. Davan Wetton Andantino 

Alex. Guilmant Sonata in D-minor (No. 1) 

Cesare Galeotti Offertoire 

Gustav Merkel Pastorale in G, Op. 103 

George E. Whiting Melody in B-flat 

Edmond Lemaigre Marche Solennelle 

Th^ore Salom6 Gantil^ne 

Samuel Rousseau Entree Nuptiale 

Will G. Macfarlane Romanza 

Henry M. Dunham Sonata in G-minor 

W. Wolstenholme Serenata 

Ralph Kinder Festival March 

John Hyatt Brewer A Spring-Time Sketch 

Georges MacMaster Pastorale in D-flat 

Horatio Parker Vision in D ' 

Adolph Kroeger Marche Pittoresque 

W. J. Stewart Festival March 

B. Huntington Woodman EpithalamiUm 

J. S. Bach, * ToqcATA and Fugue in D-MiN(tt 

With an organ in which the stops are not moved by the combinatiott 
pistons, the registration can easily be arranged in sequence, which 
simplifies the registration movements as the composition progresses: 
^ g*» prepare: Ch. 1, Sw. 5, Gt. 3, Sw. to Gt., Sw. and Gt. to Fed., Grand 
Ci^cendo open full. Both swells open. The first part of the Toccata 
can thus be played on Full Organ without octave couplers. Some per- 
formers change the registration of this Toccata every two or three 
measures. As frequently stated, tastes in registration differ. I do not 
consider that a rest in a composition is a signal to change the registrar 
tion. It seems to me that the dignity of this Toccata and Fugue is best 
preserved when only a few changes of manuals are made. This is only 
my opinion and I am well aware that some organists do not agree with 
me on the subject. 

Begin the Toccata on the Gt. At measure 12 (16th-notes alternating 
between the hands) play both hands on the Sw. Gradually close the 
swell in the last three or four counts of this phrase. In measure 16 
return to the Gt. Just before beginning the Fugue close the Grand 
Crescendo and the Sw. swell pedal. This leaves Gt. to Octave with Full 
Sw. coupled and appropriate Fed. stops, as prepared at the outset 

Begin the Fugue on the Gt. In the two measures preceding the en- 
trance of the theme in the pedal part, the swell should be gradually 

*Thls reglfitratlon Is intended specifically for the organ whose spedflcatloii Is 
giyen on page 169. 
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opened. At measure 30, third count (with the descending scale passage) , 
play on the Sw. and gradually close the swelL At measure 41, with the 
fugal theme in the R. H., suddenly open the swelL Gradually close it 
again three measures later, with the descending scale passage. At 
measure 54 gradually open the swell. At measure 56 (ascending scale 
of D-minor in the L. H.) play on the Gt. At the last measure of the 
Fugue proper, just before the hold on the chord of B-flat, ritard and open 
the Grand Crescendo full on the chord. Close it again and play the 
passage in the 32nd-notes on the Ch. The last seven of these 82nd-notes, 
beginning with F-sharp, should be played on the Gt. Open the Grand 
Crescendo full at the same time. After the second hold (chord of C) 
close the Grand Crescendo and play on the Ch. In the last measure ml 
this passage in 32nd-notes ritard, open the Grand Crescendo full, and 
play the last three notes (G, A, B-natural) on the Gt. The following 
Viviiee passage should be played on the Sfz. 

Abthub Foote, * Pastorale in B-Flat 

The original edition of this Pastorale contained no indications for ^e 
registration except manual changes (I, II, III) and the Vox Humana 
for the last phrase. A later edition contains definite registration indica- 
tions which are possible on the organ which we are considering in this 
chapter, as follows: 

Prepare: Gt Doppel Floete; Sw. Credeckt and Violina; Ch. Clarinet, 
Melodia and Dulciana; Fed. Bourdon and Sw. to Fed. 

The solo (R. H.) should be played on the Ch. and the accompaniment 
(L. H.) on the Sw. The object of including the Dulciana in the C!h. 
combination is to avoid the necessity of drawing that stop when the C!h. 
combination is reduced to the Dulciana, at the bottom of the third page. 
It is practically unnoticeable in the first combination. For the accom- 
paniment combination (L. H.) one can use Gedeckt and Flauto Traverse 
or Gedeckt and Violina according to taste. For the repetition of the first 
sixteen measures the solo should be played on the Gt. for contrast. After 
the second ending at the double bar, it is a good plan to return to the 
Ch. (R. H.) for the solo. Four measures later the theme is in the key of 
G-flat and a good contrast is obtained by playing these 8 measures of 
the solo on the Gt. At the last count of the second measure, at the top 
of the second page, one should return to the Ch. for the solo, thus ending 
this section consistently as it began. For convenience put off the Clarinet 
at the end of this solo. 

The second theme in the L. H. (second page, second brace, second 
measure) ought to be quite prominent A keen-toned Gamba will answer, 
but it seems to me that the Sw. Cornopean (with one or two stops to ^ fill 
in'') gives a more desirable tone-quality for this theme. Ordinarily, 
adding the Cornopean and Salicional to the two stops used in the pre- 
ceding section makes a good combination for this solo. If the tone of the 
Cornopean is thin, coarse, and unsatisfactory, the Oboe and Diapason can 

^This re^stration Is Intended speciflcally for tbe organ whose specification is 
glyen on page 169. 
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also be added. However, the distinctiye tone-quality of a good Cornopean 
when played in the octave around middle C, which is somewhat like the 
tone of the G string of a violin in the same octave, is modified and some- 
times destroyed if too many stops are added. The portamento chords 
in the R. H. sound best as a contrast to the solo if played on a Flute- 
tone stop. The Doppel Floete, if it is not too loud, is effective. The 
Melodia in the Gh. can also be used, though the tone is less distinctive. 
Sometimes the Flute d'Amour in the Ch., if one plays an octave lower, 
is satisfactory. The staccato Pedal notes require the addition of an 8 ft 
stop (Gedeckt) to the Bourdon. 

On the third page, second brace, the last four measures are of a slightly 
different character. The L. H. part sounds well if played on the Doppel 
Floete. The R. H. part can also be played on the Gt. or on the Ch. 
Melodia. At the beginning of the third brace we have a return of the 
Cornopean solo (L. H.) with a Flute obligato (R. H.). The latter 
sounds well if played on the Doppel Floete. In the last measure of this 
page the R. H. part is a connecting link between the Flute oblig^ato and 
the L. H. accompanying chords of the next page. If this measure is 
played on the Ch. (Melodia and Dulciana) the Sw. combination (Oboe, 
Salicional and Flute 4 ft.) for the return of the first theme (R. H.) can 
be prepared and the 8 ft. Fed. stop put off with the L. H. Just before 
commencing this theme the chord on the Ch. can be taken with the L. H., 
and the Melodia put off, leaving the Dulciana for the following accom- 
paniment. Numerous other solo combinations can be selected according 
to the taste of the organist. 

At the seventh measure of the third brace (last page) , where the Vox 
Humana is indicated, there are two methods of making the change. 
First, a short break can be made while one puts off the stops and draws 
the Vox Humana. Second, without any break in the last sustained B-flat, 
the Vox Humana can be added and the Oboe, Salicional and Flute 4 ft. 
quickly put off. The second method is nearer the composer's indication. 
If the org^an contains a Vox Humana in an Echo organ, or if the Vox 
Humana is in the Ch., it can be prepared and played exactly as indicated 
by the composer. For a very soft ending one can add the iBoline and 
put off the other stops between the last two chords in the L. H. part. 

H. Davan Wetton, *Andantino in D-Flat 

This short offertory piece has an effective registration outlined in the 
printed copy. It is only necessary to suggest an easy method of obtain- 
ing the effects indicated by the composer, as a few of the stops named 
are not in the organ under consideration. The composer's indications 
are as follows : 

Prepare: Sw. Voix C61este: Gt. with Open Diapason: Ch. Gedeckt 8 ft.: 
Fed. Bourdon, Sw. to Gt. and Ch. to Fed. 

In the organ which we are considering in this chapter there is no 
Credeckt in the Ch. The Melodia can be substituted for the Gedeckt on 

*Thi9 registration is Intended specifically for the organ whose specification Is 
given on page 169. 
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general principles as botii are Flute-tone stops, but the tone-quality of 
the Melodia is quite different from tiiat of the Gedeckt, and generally 
is too loud for these opening measures. With the Ch. swell-box closed 
the tone is obviously softer but the tone-color remains the same. One 
can use the Flute d'Amour 4 ft., playing an octave lower, as the tone- 
color is practically the same as that of the Gedeckt. 

With the stops thus prepared one can play the first sixteen measures 
of introduction alternating between the Sw. and the Gh. as printed. 
Then follows the first theme — a solo for the Vox Humana with accom- 
paniment for the Dulciana in the Gh. The composer has left to the taste 
of the performer the selection of stops, if any, to be combined with the 
Vox Humana. As the solo and accompaniment are repeated (without 
any change) at the end of the composition, it seems advisable to modify 
the combinations for the solo to gain variety. I suggest the Vox Humana, 
Voix G^leste and Gedeckt for this solo the first time, and Vox Humana 
with Bourdon 16 ft. or with 16 ft. Goupler for the second time. The Gh. 
Dulciana must be drawn in place of the Flute d'Amour, and its power 
for the accompaniment must be regulated by the Gb. swell-box. 

The middle section of this composition consists of four measures of 
harmony on a Mf Diapason combination followed by alternating meas- 
ures between the Sw. and Gh. The composer has indicated Gt. Diapason 
with the Oboe coupled and manual indications (without naming any 
stops) for the Sw. and Gh. I suggest using the Second Diapason, Doppcd 
Floete and Gamba, which can be drawn at the outset. Before playing 
the middle section the player should put off the Vox Humana and add 
Sw. Piston No. 3 and Gt. to Fed. These changes can easily be made in a 
fraction of a second. At the end of four measures, which should be 
played on the Gt., the Melodia can be added in the Ch, The next eight 
measures, alternating between the Sw. and the Gh., require no change of 
stops. The following four measures on the Gt. end the middle section. 
Then follows an exact repetition of the first section. 

To carry out the composer's indication, push Sw. 0, put off the Sw. 
Gedeckt, and exchange the Flute d'Amour for the Dulciana and Melodia 
in the Gh. At any time during the next sixteen measures put off the Gt. 
to Fed. by means of the reversible pedal. At the end of the sixteen 
measures exchange the Dulciana for the Flute d'Amour in the Gh. and 
prepare Sw. Vox Humana with Bourdon 16 ft. or with 16 ft. Goupler. 
The lower brace is a short Goda descending in pitch to a low chord 
which necessitates putting off the Bourdon or the 16 ft. Goupler. This 
Goda can be played on the Vox Humana without any change, but I 
suggest the following: Play four measures on the Vox Humana (R. H.), 
the next two measures on the Salicional and .^oline, and the last three 
measures on the .^oline alone, beginning with the swell-box open and 
gradually closing it. 

This composition is susceptible of a great variety of registration 
according to the contents of the individual organ, and can even be 
effectively registered without either Vox Humana or Voix G^leste. For 
example: the sixteen-measure introduction can be registered in two 
different ways: (1) The chords of the first two measures can be played 
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on the Ch. (or Gt.) Duldana. The solo of the next two measures can 
be played on the Oboe with the accompaniment on the Dnlciana. Similar 
alternations of manuals for each pair of measures through the introduc- 
tion. (2) The chords of the first two measures can be played on the Sw. 
Gedeckty the solo of the next two measures on the Ch. Clarinet or M^odia 
or Gt. Doppel Floete, continuing in like manner through the mtroduction. 
The next sixteen measures can be varied as follows: (1) The solo on the 
Gt. Doppel Floete with Ch. to Gt 16 ft. Coupler and Ch. Clarinet The 
accompaniment on the Sw. Gedeckt and Violina or Flute 4 ft (2) The 
solo on the Sw. Oboe and Gedeckt with the accompaniment on the Ch. 
(or Gt.) Dulciana. 

For the middle section any Mf combination of a chorus character can 
be used for the first and last four measures. The measures alternating 
between the Sw. and the Ch. can be played: (1) On the Ch. (or Gt) 
Melodia and Sw. Credeckfc and Violina; (2) on the Sw. Salicional and 
Flute 4 ft and Ch. Dulciana; (3) on the Ch. Melodia and Flute d'Amour 
and Sw. Salicional and Flute 4 ft; (4) by playing all the measures on 
the Sw. using the Gredeckt, Salicional and Flute 4 ft» putting the Credeckfc 
off and on again for the alternating measures. 

For the repetition of the first section the registration can be chosen 
from the optional registration given above or the solo can be played on 
the Salicional, and Flute 4 ft» 16 ft Coupler and Tremolo, the 16 ft 
Coupler being put off for the Coda. 

Alex. Guilmant, * Sonata in D-Minob (No. 1) 

I. iNTBODUCnON AND ALLEGRO 

Only somewhat meagre indications for the registration of this composi- 
tion appear in the printed copies. It will be noticed that the Introduction 
and first three pages are indicated ^ FF/' that the ** modulating passage ** 
with diminuendo leads to the second theme, and that the second theme 
consists of several eight-measure phrases alternating between the Sw. 
and the Ch. Naturally these phrases should be registered in contrast 
With these observations in mind I suggest the following preparation: 

Prepare: Gt Doppel Floete; Sw. Oboe, Voix Celeste, and Flute 4 ft; 
Ch. Melodia, Dulciana and Flute 4 ft; Fed. Bourdon and Gedeckt; Sw. 
to Gt, Ch. to Fed., Sfz, Grand Crescendo and both swells open. 

(I again call attention to the specification of the org^an which we are 
considering in this chapter. The piston combinations are supposed to be 
of the non-movable type having no effect on the draw-stops.) 

The object of using both the Grand Crescendo and the Sfz is to have 
the benefit of the 16 and 4 ft 0>uplers in the Introduction, which are 
included only in the Sfz, and later to be able to make a gradual dimin- 
uendo by means of the Grand Crescendo pedal, after putting off the Sfz. 

In the middle of the Introduction there are three measures to be 
played on the Sw. For these three measures it is a good plan to put 

•This regtstration is Intended tpeclflcally for the organ whose Bpecifloatfoa Is 
glTen on page 169. 
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off the StZf as the 16 and 4 ft couplers of the Sw. are objectionable in 
these measoreSy and put it on again afterward. At the top of page 
five, when the diminuendo begins, one should first put off the Sfz (unless 
it has been put off at the beginning of the Allegro movement) and 
gradually close the Grand Crescendo, taking care not to close it more than 
three-fourths during the first two braces of the page. At the last 
measure of the second brace one should play on the Sw. As the Gt. to 
Fed., which is included in the Grand Crescendo, goes off in due time it 
requires no attention here. During the first two measures of the third 
brace, which should be somewhat ritarded, the swell should be closed 
and tiie Grand Crescendo closed entirely. This leaves the prepared com- 
bination (Oboe, Voix Celeste and Flute 4 ft.) for the second theme, 
which begins at the third measure. In the second measure of the third 
brace, the repetition of this phrase of the second theme should be played 
on the Ch. as indicated. The Ch. swell should be regulated as desired 
during the preceding eight measures. 

The upper brace of page 6 is another phrase of the second theme to be 
played on the Sw. For the sake of variety add the Gedeckt for this 
phrase. The second brace is a transposition of the first brace and 
should be played on the Ch. The ascending scale in tiie first measure of 
the third brace (played on the Sw.) leads to a return of the first phrase 
of the second theme. On one of the half-notes (E-fiat or D) put off the 
Gedeckt and use the same combination for this phrase that was used 
when the theme was first played. 

The lower brace consists of the ^ending of the exposition.'' This 
can be played on the Sw. and Ch. as indicated; or the registration can be 
slightiy modified, by adding the Gedeckt and putting off the Oboe and 
Voiz Celeste on the G of the second measure, and putting off the Flute 
4 ft. in the Ch. before playing on the Ch. During the six measures 
which are played on the Ch. the Gt. and Sw. should be prepared for the 
next page. (The repetition of the ^ exposition " is generally omitted.) 
Add Sw. 4, Gt. 3 and Gt. to Fed. Gt. 3 must be added after Sw. 4 as the 
last piston which is pushed controls the Fed. combination. If Sw. 4 
is pushed after Gt. 3, only the Fed. combination of Sw. 4 remains ** on/', 
and this is too soft for Gt. 3. At the rest at the top of page 7 add the 
Ch. Flute 4 ft. 

From the preceding preparation the ^ development " (page 7) begins 
on Gt. to Octave (with appropriate Fed. stops) with Sw. 8 and 4 ft., 
Oboe and Cornopean coupled. This combination seems to me to be more 
pleasing for the '' development " than Full Gt. and Sw., which are 
indicated in the printed copy. After ten measures of polyphonic treat- 
ment of a motif of the first theme, the first phrase of the second theme 
can be played on the Sw. reeds — a good contrast to its first presentation. 
After another ten measures of polyphonic treatment of the same motif 
of the first theme, four measures of the second theme in another key can 
be played on the Ch. with a ritard. During these four measures push 
00, put off Gt. to Fed., and add Sw. Tremolo. This prepares the com- 
binations for pages 8 and 9. The melody with arpeggio accompaniment 
at the top of page 8 can then be played on the Sw. with €redeekt. Flute 
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4 ft and Tremolo. The phrase of the first theme which appears in the 
pedal part in the second and fourth braces can be emphasized by adding 
the Gt to Fed., the Doppel Floete being the only stop left on the Gt 
(see first preparation). 

Page 9 can be registered as indicated with the combinations already 
prepared, but I suggest playing the L. H. melody (second theme) in the 
second brace on the Gt. instead of on the Gh. In the last measure of this 
page, during the hold over the rest, quick preparation should be made for 
the following page: viz., put off the Tremolo during the last chord, 
and add Sw. Oboe, and Voix Celeste, Sw. 5 and Gt 3 during the rest 
While playing the first three measures of page 10, open the swell and 
add Gt to Ped. At the first chord of page 11, which is the climax of this 
section, being ** the second theme in the major," add Sfz. During any 
one of the rests of the upper brace push 00, thus releasing all piston 
combinations. At the first measure of the second brace, just before 
playing the last note of the measure on the Sw., put off the Sfz. This 
leaves the Sw. combination (Oboe, Credeckt, Voix Celeste and Flute 
4 ft) which was prepared by the draw-stops at the end of page 9. 
During this brace the swell should be gradually closed and the Gt to 
Ped. put off. The next phrase of the second theme should be played 
on the Ch., which is all prepared (Melodia and Flute 4 ft). At the top 
of page 12 the ascending scale can be treated the same as on page 6, 
by putting off the Gedeckt on one of the half -notes (E-flat or D). 

In the third brace the combination should be changed for the meas- 
ures marked " Andante '' and '* Adagio." I suggest Gredeckt and Flauto 
Traverso for the Andante (putting off the Ped. Credeckt if necessary) 
and the Ch. Dulciana for the Adagio. While playing the Adagio open 
the swell-box of the Sw. Just before starting the Ped. theme (last meas- 
ure of the third brace) put on the Sfz. Obviously, many variations of 
this suggested registration are possible and effective according to per- 
sonal taste. 

II. Pastorale 

The preparatory registration for this Pastorale printed in the Schirmer 
edition of this sonata (barring its antiquated stop-names) can be 
followed on this organ or can be slightly modified. ' 

Prepare: Gt. Doppel Floete, Gamba, and Flute 4 ft: Sw. Oboe, Voix 
Celeste and Flute 4 ft: Ch. Melodia and Clarinet: Ped. Bourdon and 
Gedeckt: Sw. to Gt 

The manual indications should be followed. On the second page, last 
measure of the third brace, add Sw. Piston No. 2 on the third count of 
the measure, to grive a little more body to the combination which is used 
to accompany the L. H. theme on the Gt. It is unnecessary to put off 
the Clarinet in the Ch. in the last measure of the page (as printed), 
because the Ch. is not used again imtil the lower brace of the fourth 
page, when the Clarinet is again required. 

In the third measure, second brace of the third page, follow the 
indicated registration. (Put off Sw. to Gt and Oboe and add Vox 
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Humana and Gedeckt Also push Sw. piston 0.) Before playing the 
choral on the Vox Humana (with or without Gedeckt and Voix Celeste) , 
the Gt. to Ped., and possibly the Fed. Gedeckt, should be put off. This can 
be done during the rests. While playing this choral (L. H.) the Gt must 
be prepared with Doppel Floete only. During the rests in the L. H. 
part at the end of the fourth page, the Sw., Gt, and Fed. should be 
prepared as at first I suggest that the Gedeckt be included in the Sw. 
combination. At the third measure at the top of the sixth page, the 
Clarinet should be put off with the L. H. on the first count and the 
Oboe with the R. H. during the rests. 

In the third measure of the third brace of the last page» the Vox 
Humana in the Sw. is again required. I suggest that it be used alone 
this time. The Flute obligate will be softer if played on the Ch. Flute 
d'Amour an octave lower than on the Gt Flute. In the last two measures 
the L. H. theme will be too loud if played on the Gt. To make a softer 
ending I suggest the Gh. Dulciana with the swell-box open for the L. H. 
theme and the Sw. ^oline with swell-box open for the R. H. chord. If 
the Fed. Bourdon is too loud one can use the Sw. Bourdon Bass with 
Sw. to Fed. 

III. Finale 

Frepare: Gt First and Second Diapasons, Doppel Floete, and Flute 
4 ft; Ch. Ficcolo and Fiston No. 2; Sw. Fiston No. 5; Sw. to Gt; Grand 
Cresc and both swells open. 

The first two and a half pages can be played without change of manuaL 
In the middle of the third page, where the Sw. is indicated, close the 
Grand Cresc. during the rests in the Fed. part. This puts off the heavy 
Fed. stops and the Gt to Fed. The Sw. and Ch. combinations were 
prepared at the outset. At any point in the fourth brace of the fourth 
page, open the Grand Cresc. full and put on the Gt. to Fed. (As the 
Full Sw. is ^ on '* by Fiston No. 5, the Grand Cresc. does not affect the 
combination being used while it is being opened.) 

At the last measure of the fifth page (rests for both hands and feet) , 
dose the Grand Cresc, push Sw. 3, Fed. 2, and put off the Ch. Ficcolo. 
At the top of the sixth page, play on the Ch., instead of on the Gt (Ch. 
Fiston No. 2 being on). The Fed. figure will be prominent, as Fed. 2 
and the Gt to Fed. are on. During the rests in the Fed. part of the 
lower brace, put off the Gt. to Fed., push Fed. Fiston No. 1, and close 
the swell of the Sw. At the top of the seventh page, play on the Sw. 
(instead of on the Ch.) • In the second brace the third and fourth meas- 
ures should be played with the L. H. while the Ch. Ficcolo is added 
with the R. H. Near the end of ihe brace play the L. H. on the Gt. as 
indicated, and in the third brace play the R. H. on the Gt as indicated. 
The third and fourth measures of the, fourth brace shoidd be slightly 
ritarded while Sw. Fiston No. 5 is pushed (it is generally within easy 
reach of the R. H.). The following page and a half can be played on 
the Sw., Ch., and Gt, as indicated. During the upper brace of the 
ninth page, the swell should be opened gradually and the Grand Cresc 
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opened full for the return of the first theme. The Andante fnaestoso 
movement of the last pages can be played on the Sf z. 

While this registration which I have suggested for this particular 
organ is definite, it is not arbitrary, as numerous effective variations 
can be made according to the taste of the performer. When the per- 
former has no personal idea of how to register this composition, this 
registration will be found effective. If he has decided personal ideas for 
the registration no outside suggestions will prove acceptable. 

GfisABB Galeotti, * Offbrtoibe, Op. 100 

Prepare: Gt. Doppel Floete and Gamba; Sw. Vox Humana; Gh. 
Glarinet and Dulciana; Ped. Bourdon. 

The first four measures of slow, slurred chords are indicated for the 
Vox Humana. The last chord should be held slightly longer than its 
value. In the break between this chord and the next theme, the Vox 
Humana should be put off and the Gedeckt and Flute 4 ft. put on.. The 
R. H. solo can be played on the Gh. and the L. H. accompaniment on 
the Sw. Only those who have a large hand can reach the E and F-sharp 
(L. H.) in the last measure of the second brace. The E can be omitted. 

At the top of the second page, add the Voix G^leste. Play two meas- 
ures (both hands) on the Gt., and the following two measures on the 
Sw. Put off the Glarinet at the rest. After the hold in the first measure 
of the third brace, put off the Voix G61este, add the Tremolo, and play 
both hands on the Sw. At the return of the theme (second measure at 
the top of the third page), add the Oboe, and play the R. H. on the Sw. 
and the L. H. on the Gh. At the last measure of the second brace, the 
return of the introductory chords should be played on the Voix Geleste 
as indicated. For the next five measures the solo can be played on the 
Voix Gdleste and Vox Humana, with the accompaniment on the Gh. 
Dulciana, or both hands can be played on the Vox Humana alone. The 
last chord is effective on the Credeckt and Tremolo. 

GusTAv Merkel, * Pastorale in G, Op. 103 

Prepare: Gt. Doppel Floete: Sw. Oboe, Salicional and Flute 4 ft: Ch, 
Melodia and Flute 4 ft.: Ped. Bourdon and Sw. to Ped. 

Play the first brace on the Sw. In the first measure of the second 
brace, just before the chord on the fourth count, add Credeckt. In the 
lower brace, first measure, last note (G) of the R. H. part, play on the 
Gh. as a solo. At the last chord of the second measure, put off the Gh. 
Flute 4 ft. and Sw. to Ped., and play both hands on the Gh. In the last 
measure of the page, beginning with the last chord of the measure, play 
both hands on the Sw. In the third measure of the second page, play 
the L. H. solo on the Gt. Second brace, first measure, play the last 
chord in the L. H. on the Sw. Add the Gh. Flute 4 ft. and play the R. H. 
solo on the Gh. In the first measure of the third brace, play all of the 

•This registration Is Intended specifically for the organ whose specification Is 
given on page 169. 
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upper staff on the Ch. until the last note which should be played on the 
Sw. In the last measure of the third brace, play the L. H. imitation on 
the Gt. At the last part of the second count of this measure, play the 
R. H. on the Gt. Put on the Gt. to Ped. for the imitation in the Pedal 
part. In the lower brace play the L. H. on the Sw. Put off the Gt. to 
Ped. after the first note, and play the sixteenth-notes of the R. H. on 
the Gh. 

During the rest in the L. H. in the last measure of the page, push 
Gt. piston No. 1. Before the last chord of the measure, push Sw. piston 
No. 3, and play the R. H. on the Sw. At the top of page 3 play the L. H. 
on the Gt. until the last chord of the second brace, when both hands 
should be played on the Gt In the first measure of the third brace, 
the last chord should be played on the Ch. In the lower brace add Sw. to 
Gt., and play the R. H. on the Sw. At the last count of the second 
measure, play the L. H. on the Gt. Add the Gt. to Ped., and, in the 
last measure, play both hands on the Gt. In the first measure at the top 
of page 4, push Gt. 2 before the first count, Sw. 5 on the third count, 
and Gt. 3 before the last B-flat. In the second measure open the swell 
and the Grand Crescendo. Have the latter full at the climax at the 
beginning of the second brace. In the first measure of page 5, at the 
last count, play both hands on the Sw. At the bracket at the end of the 
second count, in the second measure, play both hands on the Gt. 

In the second measure of the second brace, while holding the chord, 
push Gt. 0, Sw. 2 and put off Gt. to Ped. After releasing the chord 
close the Grand Crescendo, put off the Oboe and play both hands on the 
Sw. Gradually close the swell. In the first two measures of the third 
brace, there are three separate chords which can be played with the 
L. H. During one of these chords put off the Ch. Melodia, which leaves 
the Flute d'Amour alone. During another of these chords put off the 
Salicional and Flute in the Sw., and add the Gedeckt. At the third 
count of the second measure, push Sw. Piston No. 1. At the A tempo, 
when the key changes to G-major, push Sw. and add the Vox Humana. 
During the next two measures put off (with the L. H.) the Sw. to Gt. 
and the Sw. to Ped. In the second measure of the lower brace, play the 
L. H. broken octaves on the Ch. In the last measure of the page, play 
both hands on the Sw. At the rests in the R. H. turn the leaf, add Sw. 
Flute 4 ft. and put off the Gedeckt. At the top of page 6, play the R. H. 
solo on the Ch. In the first measure of the second brace, continue the 
upper part as a solo and play the balance of the chords on the Sw. 
At the last eighth-note of tibis measure, play the R. H. on the Sw. and 
the L. H. on the Ch. an octave lower. 

In the first measure of the third brace, play the last chord of the 
L. H. on the Sw. Play the sixteenth-notes (R. H.) of the last measure 
on the Ch. At the last note of the first measure of the lower brace, 
add the Gedeckt, and play the R. H. on the Sw. In the last measure 
of the page, play both hands on the Sw. In the first measure of the last 
page, play the sixteenth-notes of the R. H. on the Ch. and the chords 
on the Sw. The last two sixteenth-notes of both hands (in this first 
measure) should be played on the Sw. In the second measure the first 
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and third counts should be played on the Sw. The second and fourth 
counts (which include the Ped. notes) should be played on the Gt. 

In the first measure of the second brace, play both hands on the Sw. 
with the Vox Humana alone. In the third measure of the third brace, 
after the first chord, put off the Vox Humana and push Sw. piston No. 1. 
During the rest in the R. H., add the Gedeckt and ^oline. In the first 
measure of the lower brace, play the R. H. on the Ch. and the L. H. on* 
the Sw. In the second measure, after the first chord, push Sw. and 
play R. H. on the Ch. and L. H. on the Sw. At the third count in the 
R. H. part, put off the Gedeckt, open the swell and play both hands on 
the Sw. (^oline only) . Gradually close the swell to the end. 

George E. Whiting, * Melody in B-Fult 

The registration for this composition is indicated in the printed copies, 
with the exception of three or four points where the necessary regris- 
tration is either omitted or is ambiguous. The registration which is 
suggested below is planned to f uUy carry out the apparent intention of 
the composer. 

Prepare: Gt. Gamba: Sw. Gedeckt and Violina: Ch. Melodia and 
Clarinet: Ped. Bourdon and Gedeckt: Sw. to Gt. (no Ped. Coupler). 

Follow the manual indications of the first page. At the last measure 
of the page, put off the Clarinet and draw the Cornopean as indicated. 
On the second page, at the last count of the second measure of the 
second brace, the indication is ** PP." Put off the Cornopean and play 
R. H. on the Sw. and L. H. on the Gt At the rest in the fourth measure 
of the lower brace, add Gt. to Ped. and push Gt. Piston No. 1. At the 
top of the third page push Gt. No. 2, which adds the Diapason as indicated. 
At the fourth measure, last count, open the Grand Crescendo about two- 
thirds. This generally gives Full Sw. and Gt. to the Octave. At some 
convenient point in the second brace, the thumb of the L. H. can push 
Gt. piston No. 1 for future use. At the climax in the third brace open 
the Grand Crescendo full. In the fourth measure the Grand Crescendo 
can be gradually closed. Keep both hands on the Gt., instead of the L. H. 
on the Sw. as indicated. 

In the first measure of the lower brace put off the Gt. to Ped. Play 
the IL H. on the Ch. Add the Cornopean and Voix Celeste and play 
the L. H. on the Sw. At the last chord of the page put off the Cornopean, 
and play the R. H. on the Sw. At the top of the last page push Gt. 0, 
and play L. H. on the Gt. In the third measure of the second brace, add 
the Oboe, and play both hands on the Sw. The manual indications can 
be followed to the end. Use the Voix Celeste alone for the last three 
measures. 

Edmond Lebcaigbe, *Mabche Solennelle 

The original edition (Leduc) contains no registration indications of 
any value. I suggest the following: 

•This registration is intended specifically for the organ whose specification is 
glTen on page 169. 
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Prepare: Sw. Oboe, Voix Celeste, Flute 4 ft and Piston No. 3: Ch. 
Melodia and Piston No. 2: Gt. Doppel Floete and Piston No. 2: Ped. 
Bourdon; Sw. to Gt., Gt. to Ped. Ch. swell open. Sw. swell closed. 
(Gt. Piston No. 2 should be pushed after the other Pistons to leave the 
desired Ped. combination on.) 

Play the first brace on the Gt At the beginninfir of the second brace, 
push Gt 3. At the rest in the last measure at the top of the second page, 
put off the Gt. to Ped. (by the foot) and push Gt. 1 to throw off the 
heavy Ped. stops. Play on the Ch. At the second count of the fourth 
measure in the lower brace, push Gt. 3 and add the Gt to Ped. (foot). 

For the trio at the double bar in the third page, push 00, put off 
Gt. to Ped. and Sw. to Gt. and draw the Sw. Tremolo. The 00 releases 
all the combination Pistons, leaving the draw-stops which were prepared 
at the outset: viz., Gt Doppel Floete, Sw. Oboe, Voix Celeste and Flute 
4 ft, Ch. Melodia and Ped. Bourdon. After making these changes the 
R. H. should be played on the Sw. and the L. H. on the Ch. At the 
double bar in the middle of page 4, add Ch. Flute d'Amour. Play the 
L. H. chords on the Ch. and the obligate on the Gt In the fourth meas- 
ure of the lower brace, the eighth-notes should be played on the Ch, 
While ritarding these notes put off the Flute d'Amour. The next phrase 
should be played as at first This section (between the double bars) 
can be repeated or not according to the taste of the performer. 

At the rest in the last measure of the upper brace of the fifth page, 
push Sw. 3 and add Sw. to Ped. and Sw. to Gt At the rest in the fourth 
measure of the second brace, push Ch. 2 and play both hands on the Ch. 
Also push Gt. 2 while playing these two last measures. In the last 
measure of this brace, draw Gt to Ped. by hand, for the eighth-note 
figure in the pedal part Play both hands on the Gt in the following 
measure. At the rest in the second measure of the third brace, push 
Gt 3. At the last measure of the upper brace of the sixth page, open 
the Grand Crescendo full. At any one of the rests in the pedal part of 
this page, put off the Gt. to Ped. (with the foot), as it is also included 
in the Grand Crescenda At the rest in the third measure of the lower 
brace, close the Grand Crescendo, push Sw. 5, and play both hands on 
the Sw. At the first measure of the third brace of the seventh page, 
push Gt. 3 (to put on its Ped. combination, which was put off by Sw. 5) 
and draw Gt to Ped. At the fourth measure of the lower brace open 
the Grand Crescendo full. At the last count of the last measure of the 
second brace of the last page, play both hands on the Sw. Return to 
the Gt in the next brace, using the Sf z. 

Th£odobe Salom£, * Cantil£:ne 

Prepare: Gt Doppel Floete: Sw. Oboe, Credeckt and Flute 4 ft 
(closed): Ch. Melodia and Dulciana (closed): Ped. Bourdon and 
Gedeckt, 

Play the L. H. chords on the Ch. and the R. H. solo on the Sw. At 

*Thl8 regtotratlon Is Intended specifically for the organ whose 8pecificati<m ia 
glTen on page 160. 
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the twienty-Beeond measure, where the theme is in E-miiior» add Sw. 
to Sw. 16 ft. After the double bar, where the key changes to A-major, 
play the two measures of the L. H. on the Gh. and prepare (R. H.) Sw. 
Gedeckt, Violina, Sw. to Sw. 4 ft (or Flautino) and Tremolo. Play 
the R. H. on the Sw. and the L. H. solo on the Gt. At the end of the 
middle seetion, where the L. H. has a sustained chord and the R. H. has 
a full measure rest, play the L. H. on the Gh. Dulciana (swell partially 
open), which can be prepared by the R. H. during the rests. While 
sustaining the L. H. prepare the Sw. Vox Humana, Flute 4 ft and Sw. 
to Sw. 16 ft Put off the Ped. Gedeckt. Play the R. H. solo on the 
Sw. At the end of this solo, the ascending scale, partly in the L. H. 
and partly in the R. H., should be played on the Gh. While playing 
the last part of this scale (R. H.) put off the Sw. to Sw. 16 ft. Play the 
solo (L. H.) on the Sw. Gontinue the sixteenth-note run on the Sw. 
Play the last three measures on the ^oline. 

Samuel Rousseau, * Entb£e Nuftiale 

Plrepare: Sw. Piston No. 8 (swell partially open) : Gh. Melodia, Flute 
d'Amour and Piston No. 2 (swell open) : Gt. Trumpet and Piston No. 2: 
Ped. Bourdon and Gredeckt; Sw. to Gt 

Play the first eight measures on the Gt and the next four measures 
on the Sw. Put off the Trumpet at the end of the page. In the upper 
brace of the second page, play the R. H. on the Sw. and the L. H. (begin- 
ning with the 16th-note run) on the Gt. (or Gh.) for two measures, 
and afterward on the Sw. In the second brace, at the return of 
the first theme, add the Trumpet, Gt. to Ped. and play both hands on 
the Gt. Put off the Trumpet at the end of the page. At the top of 
page 3 push Sw. 5 (Full Sw.), close the swell and play both hands on 
the Sw. At the beginning of the third brace, play both hands on the 
Gt. During the last two measures of the page, open the Grand Cres- 
cendo (full on the last count). 

At the double bar, in the second brace of the fourth page, while 
holding the chord of E-flat, close the Sw. swell, push 00, put off the Gt. 
to Ped. (with the foot), and draw the Tremolo. On releasing the 
chord, close the Grand Crescendo and push Sw. 4, which grives 8 and 
4 ft. with Oboe and Cornopean. Play the R. H. solo on the Sw. and 
the L. H. accompaniment on the Gh. (swell partially open if neces- 
sary). At the last measure of the page, push Gt. 2 and add the Gt. 
to Ped. (foot). Play two measures with both hands on the Gt., two 
measures on the Sw., two measures on the Gt, two measures on the 
Sw., and two measures on the Gt, to the hold. During the rest push 
Gt. and put off the Gt to Ped. Play the solo and accompaniment as 
before. At the last measure of the page, during the hold, put off the 
Tremolo. Before playing the last count of the page, turn the leaf, push 
Ch. 2, Sw. 6, Gt 2, and draw the Trumpet and Gt. to Ped. (foot) . Play 

*Thls reglfltratlon Is Intended speclflcally for the organ whose specification Is 
glyen on page 160. 
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both hands on the Gt. At the fourth measure of the second braoe^ pafc 
off the Tnunpet and Gt. to Fed. Play the R. H. solo on the Gt. and 
the L. H. accompaniment on the Gh. At the first measure of the lower 
vbrace open the Grand Crescendo full and play on the Gt. At the last 
measure of the upper brace of page 7, close the Grand Crescaido» draw 
Sw. to Sw. 16 and 4 ft. Couplers, and play on the Sw. (swell closed). 
At the lower brace push Gt. 3, play on the Gt. and gradually open the 
swelL At the last count of the second measure, in the second brace of 
the last page, put on the Sfz and play on the Gt. 

Will C. Magfarlane, * Robianza 

Prepare: Gt. Gamba and Har. Flute 4 ft: Sw. Gedeckt, Salicional 
and Oboe (swell closed) : Ch. Melodia (swell partially closed) : Ped. 
Bourdon. 

For the student, I will state that the composer's indication, " Ch. (or 
Gt.)," signifies that on three-manual organs the Ch. is intended, but 
on two-manual organs one must play on the Gt. 

No suggestions are necessary for the first page. At the A tempo 
on page 3 the Tremolo can be added (ad lib.). If it is added it must 
be put off at the end of the page. All the composer's indications must 
be followed in the next two pages. At the return of the original key (A) 
at the bottom of page 5, the composer has indicated L. H. ** Gt. with 
Gamba." As the Gamba in different organs varies considerably I call 
attention to three combinations with the Gamba which are possible for 
this theme. I have suggested Gamba and Har. Flute 4 ft. If the Flute 
is too loud it will be objectionable. If the Gamba is very loud it may 
be necessary to omit it and use Deppel Floete and Flute 4 ft. If it is 
not too loud it can be used alone. If the Gamba is too soft and msIow in 
speech the Doppel Floete and Gamba may prove more satisfactory. It is 
frequently necessary to use a firmer combination in the Sw. than the 
one mentioned above. In that event I suggest the addition of the Viol 
d'Orchestre with or without the Flauto Traverse. If these stops are 
added they should be put off on the last page where " slower " is indi- 
cated. For the Adag:io put off the Oboe and add the Tremolo. Sometimes 
the last six measures are more effective when played on the Credeckt 
and Tremolo. They can also be played on the Salicional alone. 

Henry M. Dunham, * Sonata in G-Minob 

The eomposer's registration is minutely indicated in the printed copies 
and is a good model for students to study. The only suggestions which 
I wish to make are along the line of what I consider the best method of 
obtaining the indicated registration on this particular organ. 



* This registration Is intended specifically for the organ whose i^eclfication Is 
glTen on i>age 160. 
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I. ALLECatO MODEBATO 

The composer's indications at the outset are: ** Full Gt» Sw. and Ped., 
C3l 8 and 4 ff By using the Grand Crescendo open full we obtain all 
the above. At the same time we can have the combinations required on 
the third page prepared by means of the draw-stops. Therefore, I 
suggest the following: — 

Prepare: Sw. 8 and 4 ft. without reeds and Piston No. 6 (swell open) : 
Gh. Diapason, Melodia and Flute d'Amour: Gt. Second Diapason, Doppel 
Floete, Gamba, Har. Flute and Piston No. 3 (pushed last) : Ped. Bourdon 
and Gedeckt (Gt. 8, if pushed last, gives the heavy Ped. stops required 
part of the time) : Sw. to Gt, Gt. and Sw. to Fed.: Grand Crescendo 
open fulL 

By analyzing the above, the student will observe that the Full Organ 
is on by means of the Grand Crescendo. When that is closed, Gt. to 
Oct. is on by means of Gt 8, Full Sw. by means of Sw. 6, and the heavy 
Ped. stops also by means of Gt. 3. Later, when Gt 3 is released, there 
will be left four stops which were drawn by the draw-stops at the outset. 
Likewise, when Sw. 6 is released there will be left the 8 and 4 ft stops 
without reeds which were drawn at the outset It will thus be seen that 
we have prepared three sets of combinations on the Gt, Sw. and Ped. 
at the outset This is not possible if the combination pistons are of the 
movable type. 

The first two pages are indicated ** Full Gt and Sw.'' At the last 
count of page 3, close the Grand Crescendo* We can then play on F Gt 
and Full Sw. for two braces. At the last count of the second brace, on 
page 4, push Sw. 3, which gives 8 and 4 ft. with Oboe (Mf as in- 
dicated). At the Adagio in the fourth brace, push Sw. 2. After the 
hold at the bottom of the page, push Sw. 6 and Gt 3. At the Tempo Imo, 
in the second brace of page 5, push Gt 2 and Sw. 4. The latter gives 
8 and 4 ft reeds as required. While playing on the Ch., in the fourth 
brace, push Sw. 5 for Full Sw., which is required. In the fourth measure, 
before playing on the Gt, push Gt 8. In the third measure of the lower 
brace, push Sw. 2. In the following measure push Sw. 5. 

For the sostenuto passage in the upper brace of page 6, push Gt 2. 
In the next two braces, gradually open the Grand Crescendo and use it 
full at the return of the first theme. At any point in the next sixteen 
measures, where there are rests in either hand, push Sw. and put off 
Gt. to Ped. (The Grand Crescendo holds Full Organ and all couplers 
on.) On page 7, where the key changes to the major, close the Grand 
Crescendo. The desired combinations in the Sw. and Ped. for this 
passage were prepared at the outset, and have not been disturbed. At the 
A tempo in the second brace of page 8, push Gt. 2. At the Tempo Imo 
on page 9, open the Grand Crescendo full. At the Largemente on page 
10 use Sfz. 

n. Adagio 

Prepare the stops as indicated except the Ped. Violone 16 ft., which 
in this organ is too loud to be used with the Sw. Salicional. I suggest 
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the Bourdon as a substitate. Follow the manual indications without 
exception. At the fourth measure at the top of page 11 push Sw. 1 to 
''add St. Diap." (Gedeckt). At the second measure of the second 
brace push Sw. 2 to " add Op. Diap." At the second measure of the 
third brace push Sw. 1 for '' Op. Diap. off." At the third measure '' add 
Oboe " by the draw-stop. In the next measure to ** add Op. Diap." push 
Sw. 3, which includes Oboe and Op. Diap. At the second measure of 
the fourth brace push Gt. 2, which puts on the Ped. Diapason as well 
as the Gt. stops, though the latter were drawn at the outset. At the 
first measure at the bottom of page 11, push Gt. 3. In the middle brace 
of page 12, gradually open the Grand Crescendo (somewhat difficult but 
possible). At the indication ''FFF" have the Grand Crescendo open 
full. At the rest (L. H.) in the last measure of the page add Ch. Pic- 
colo. At the beginning of the second measure of page 13, push Gt. 1. 
In the second brace close the Grand Crescendo and put off Gt. 
to Ped. 

At the third measure of the fourth brace, push Gt. 2 and put on the 
Gt. to Ped. At the rests, in the third measure at the bottom of the 
pa^» put off the Diapason (draw-stop) of the Gt. (Piston No. 2 is still 
on and thus holds this stop on). During the ritard at the bottom of the 
page push Gt. 1. Before playing the last octave on the Sw. push Sw. 2 
and put off the Oboe. Put off the Gt. to Ped. at the top of page 14. 
While holding the octave B-fiat on the Sw. prepare Ch, and Gt. as 
indicated. Before playing the next measure push Sw. 1 and draw the 
Oboe. The last five measures are indicated for the Salicional (both 
hands). A softer ^ect is possible (ad lib.) by using the ^oline and Sw. 
to Sw. 4 ft. with the swell open. 

III. Allegro Molto 

i 

I 

I Prepare: Sw. 9 and 4 ft. (draw-stops) and Piston No. 3: Gt. Piston 

No. 3: Ch. 8 and 4 ft.: Ped. Bourdon and Gedeckt: Sw. to Gt., Sw. and 
Gt to Ped.: Grand Crescendo full. 

The above preparation gives all that is indicated at the outset and 
prepares for several combinations which are required later. Play on the 
Gt. At the double bar in the middle of page 16, dose the Grand Cres- 
cendo. At the A tempo at the top of page 17, push Gt. 2. During the 
rests in the Ped. part, put off the Gt. to Ped. (foot). At the fifth 
measure of the second brace, put on the Gt. to Ped. At the third measure 
at the top of page 18, put off the Gt. to Ped. and push Sw. 2. At the 
hold in the middle of the page, for ^ Sw. Reeds '' push Sw. 4. Also push 
Gt. 2 to add the Ped. Diapason, which is needed in the next phrase. At 
the top of page 19 open the Grand Crescendo full and at ** FFF '* put on 
the Sf z. While holding the last chord at the bottom of the page, close 
the Grand Crescendo (if the Sfz is on) and push 00. Before playing 
at the top of page 20 put off the Sfz and prepare the Sw. as indicated. 
As there is no Quintadena in this organ substitute the 4 ft. Flute. (Note: 
The Flute is not a leg:itimate substitute for the Quintadena, but the com- 
bination, Salicional and Flute 4 ft. is a fairly good substitute for ** Sali« 
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donal and Quintadena,'' wliich is indicated). For the Tempo Imo open 
the Grand CreBcendo folL Use the Sfz (ad Ub.) at the end. 

The foregoing suggestions must be considered as supplementary to 
tiie indicated registration, as they are intended only as suggestions to 
facilitate the carrjring out of the composer's indications. 

W. WOLSTENHOLME, * SEBBNATA IN A 

The composer has indicated only a bare outline of the registration. 
I suggest the following: — 

Prepare: Gt. Doppel Floete: Sw. Oboe, Flute 4 ft, Tremolo and Sw. 
to Sw. 16 ft. (swell closed) : Gh. Dulciana (swell open) : Fed. Bourdon. 

The first page is indicated R. H. Sw., L. H. Ch. In the fifth measure 
of the second brace of page 3 it is necessary to add Mdodia in the 
Ch., as the R. H. thirds are indicated for the Gt. Doppel Floete. The 
Dulciana is not loud enough to balance these thirds. The Melodia can 
easily be added with the L. H. at the rest. In some organs the Melodia 
and Dulciana in the Ch. with the swell closed is a satisfactory combination 
for the accompaniment (L. H.) on the first page. In that case the 
player need only to open the swell when the R. H. thirds require more 
power in the L. H., and close it again for the softer accompaniment of 
the R. H. solo. If the Melodia is too loud to be used at the beginning it 
can be added as si^ggested above. In the third brace the solo on the Sw. 
is indicated ** Mf .'' If the swell is opened about half-way the combina- 
tion generally balances the L. H. accompaniment on the Ch. On page 
4 the Ch. swell can be regrnlated to balance the combinations of the 
Sw. and Gt. In the third brace of page 5 both hands should be played 
on the Gt. In the lower brace both hands should be played on the CHi. 
During the ritard in the last measure of the page, and the single note 
(L. H.) in the first measure at the top of page 6, prepare: Sw. Vox 
Humana, Flute 4 ft, and Sw. to Sw. 16 ft; Gt. Harmonic Flute, and 
put off the Ch. Melodia. Play the return of the first theme, R. H. Sw., 
L. H. Ch. The power of the Ch. Dulciana must be regrnlated by means 
of the Ch, swell. In the fourth brace the phrase indicated for the Gt. 
must be played an octave lower, as the Har. Flute is a 4 ft. stop. This 
Flute is generally softer than the Doppel Floete and of a different 
quality. This gives a pleasing variety of tone. For the last ten 
measures of the composition put off the Sw. to Sw. 16 ft., the Flute 4 ft, 
and play both hands on the Sw. (Vox Humana). Instead of using the 
Gt. to Ped. (indicated) use Ped. Piston No. 1. 

Ralph Kinder, * Festival March 

The composer's indications are limited mostly to manual changes, 
leaving the selections of the stops to the player. I suggest the follow- 
ing: — 

Prepare: Sw. Full (Piston No. 5), (swell closed); Ch. 8 and 4 ft 

* This registration is Intended specifically for the organ whose specification Is 
given on page 169. 
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(Piston No. 2)» (swell open) : Gt. to Octave (Piston No. 3) : Pe<L Bour- 
don and Credeckt: Sw. to Gt, Sw. and Gt. to Ped. 

After the four measures of introduction on the Gt., open the Grand 
Crescendo full for the FF. At the double bar at the top of page 3, dose 
the Grand Crescendo, push Sw. 5, and put off Gt. to Ped., and play 
on the Sw. Follow the manual indications, opening and closing the swell, 
until the last measure of the page, when the Gt. to Ped. should be added. 
At the double bar in the second brace of page 4, open the Grand Cres- 
cendo full. While holding the last chord of the page (R. H.) , push Sw. 3, 
and Gt. 2. After this chord close the Grand Crescendo, and play on the 
Gt. and Sw. as indicated. For the return to the Gt. push Gt. 1, Sw. 2, 
and put off the Gt. to Ped. While holding the last chord before the 
double bar, prepare Ch. Clarinet, Melodia and Flute d'Amour. Play 
Ch. and Sw. as indicated, using the Ch. swell for expression in the solo. 
For the repeat of this thirteen-measure solo on the Ch. one can either 
put off the Clarinet or add the Piccolo for variety. After the double bar 
push Sw. 3, and play both hands on the Sw. Add Gt. to Ped. and play 
four measures on the Gt. At the end of the page put off Gt. to Ped., 
push Sw. 2, and prepare Ch. as at first (on preceding page). After 
the double bar push Sw. 5 and Gt. 2. Gradually open the swell and 
the Grand Crescendo. Use the Sf z for the last five measures. 

John Hyatt Bbeweb, * Sfbing-Time Skbtch 

The composer's indicated registration requires a few suggestions for 
the student. 

Prepare: Sw. Bourdon, 16 ft., Salicional, Flute 4 ft., Dolce Comet, 
and Tremolo (swell closed), or Bourdon, Gedeckt, Flute 4 ft, Flautino 
and Tremolo: Gt. Doppel Floete: Ch. Melodia and Dulciana (swell open) : 
Ped. Bourdon and Credeckt: Ch. to Ped. {ad lib,). 

There is no manual indication for the first phrase^ but obviously the 
Sw. is intended. The other manual indication on the first page is obvious. 
In the first measure of the second brace on page 3, the indication is 
^'Ch. (or Sw.)," meaning that either manual can be used according 
to the taste of the performer. In the third brace, for ^* Ch. add 4 ft.'' add 
Flute d'Amour. For the last two measures of the page, the Indication 
is ** Sw. or Gt.'' Frequentiy, the Gt. combination is too loud for these 
measures; hence, the Sw. should be used. At the top of page 4 is the 
optional indication '* Sw. or Ch." Playing on the Ch. at this point gives 
variety, but the Sw. is generally more pleasing. 

In the two measures inrevious to the PiU mosso, while playing on the 
Sw. (with or without the optional notes), add the Gamba in the Gt. and 
the Sw. to Gt. Just before beginning the PiU moaso, put off the Sw. 
Bourdon, Dolce Comet and Tremolo, and push Sw. Piston No. 3. In the 
upper brace of page 5 is the indication, ''(Clar. Ch. on)." This added 
stop is for the phrase in the middle brace which is indicated, ** Sw. or Ch." 
Unless the Clarinet is a soft one it will be better to omit it. In the two 

*Thls registration Is Intended speclflcally for the organ whose specification is 
glTen on page 169. 
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measures preceding the Tempo Into, on page 6, while playing on the 
Sw. with the R. H., prepare the Gt Doppel Floete and Har. Flute, 
put off the Clarinet (if it is on). On the last note before the doable bar, 
add Sw. Bourdon, Gedeckt, Dolce Comet (or Flautino) and Tremolo, 
and push Sw. 0. At the bottom of the page, where the indication is '' on 
Mf Gt.," open the Grand Crescendo about one-third. In the middle brace 
of the last page, open the Grand Crescendo to include the Gt. Second 
Diapason. In the lower brace, close the Grand Crescendo, and, while 
holding the last two chords on the Gt., put off the Sw. Bourdon and Dolce 
Comet (or Flautino). Play the last three measures both hands on the 
Sw. Gedeckt only. 

Georges MacMaster, * Pastorale in D-Flat 

The printed registration requires considerable modification for Ameri- 
can organs. 

Prepare: Gt. Doppel Floete: Sw. ^oline and 16 ft. €k>upler (swell 
open) : Ch. Melodia (swell open) : Sw. to Ped. (no Ped. stop). 

Play the first four measures on the Sw. Close the swell, put off the 
16 ft. Coupler and draw the Voix Celeste. Continue on the Sw. At 
the double bar on the second page, put off the Voix Celeste, push Sw. 1 
and add Ped. Bourdon. Play R. H. on the Ch. and L. H. on the Gt. In 
the first measure of the second brace, play L. H. on the Sw. At the 
fourth measure play both hands on the Sw. In the last measure of the 
brace, play R. H. on the Gt. In the next measure put off the Ped. 
Bourdon. In the second measure of the third brace, play both hands on 
the Sw. In the fourth measure play the R. H. on the Ch. and the L. H. 
on the Gt. The chord in the Ped. requires only the Sw. to Ped., which 
is on. 

At the last count of the first measure of the lower brace, play the R. H. 
on the Sw. In the fourth measure play both hands on the Sw. Credeckt 
only. At the top of the third page play both hands on the Sw. Voix 
Celeste as at first. The two Pedal figures of eighth-notes in the second 
and third braces can be made sufficiently prominent by putting on the 
Gt. to Ped. (foot). Put it off again in the following measure. The A-fiat 
of the right foot can be delayed an eighth-count for that purpose. At 
the top of the fourth page play the R. H. on the Ch. for the first 
three measures, and on the Sw. for the last three measures. At the 
change of key to A put off the Sw. to Ped. and add Ped. Bourdon. While 
holding the two Ped. notes prepare Sw. Oboe and Flute 4 ft., and add 
CJh. Clarinet (swell closed). Play the R. H. on the Sw. and the L. H. 
on the Ch. In the middle section of this theme play all the measures 
which have harmony in the L. H. on the Sw. (both hands) . In the other 
measures, play the L. H. melody on the Ch. At the beginning of the third 
brace of the fifth page, add Sw. Tremolo as indicated. If desired the Ch. 
Tremolo can also be added. In the second measure of the lower brace 
play both hands on the Sw. In the lower brace of the sixth page, play 

* This registration is intended speclflcally for the organ whose specification Is 
given on page 169. 
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the first two measures on the Gh., the second two measures on the Gt. 
and the last four measures on the Gh. (an octave lower) with the 
Flute d'Amour only. While holding the last notes, put off the Ped. 
Bourdon, add Sw. to Ped. and prepare Sw. Salicional, Flute 4 ft. and 
Tremolo. At the top of the last page play both hands on the Sw. 
The printed indications for this page (** Gt with Sw. coupled," and ** add 
Gamba") are hardly in keeping with the foregoing registration. In 
the third brace, play the R. H. solo on the Gh. an octave lower. In the 
lower brace, play the R. H. solo on the Sw. loco. For the Lmito use 
Salicional only. For the last two chords use the iBoline. 

Horatio Pabker, * Vision in D-Flat 

The registration in the printed copies requires a few suggestions 
for the student. 

Prepare: Gt Doppel Floete and Har. Flute: Sw. Salicional and Flute 
4 ft (swell closed) : Gh. Melodia (swell open) : Ped. Bourdon and 
(Sedeekt: Sw. to Gt 

Follow the manual indications. At the first measure of the second 
brace, push Sw. 1. (The Salicional and Flute 4 ft, dr the Salicional 
alone as indicated, sounds somewhat thin for this phrase.) At the first 
measure of the lower brace, push Sw. 0, thus returning to the first com- 
bination. At the next to the last measure of the page, add Gt. to Ped. 
and play both hands on the Gt or the L. H. part can be played on the 
Gh. During the rests in the first measure of the second brace of the 
second page, push Gt 1 (which adds the Gamba). At the corresponding 
measure of the lower brace, push Gt and continue both hands on the 
Gt At tl\e top of page 3, play both hands on the Sw. At the fifth 
measure add Oboe and play L. H. on the Gt. If the Ped. notes are too 
leud with the Gt to Ped. on, it can be put off with the foot In the 
second measure of the second brace of the third page, put off the Gt to 
Ped. and play both hands on the CJh. At the second measure of the 
lower brace, push Sw. 3, put on the Gt to Ped. and play R. H. on the 
Gt and L. H. on the Sw. During one of the rests in the upper brace of 
the last page, put off the Oboe (draw-stop) as the Piston still holds it in. 
At the last measure of the upper brace push Sw. and put off the Gt. to 
Ped. This reduces to the combinations drawn at the outset. Use the 
JEoline for the last three measures. 

E. R. Erobger, *Marche Pittoresque 

Prepare: Gt. Doppel Floete: Sw. 8 and 4 ft. with Oboe: Gh. Piccolo 
(swell open) : Ped. Bourdon and Credeckt: Gh. to Gt. Grand Grescendo 
open full. 

The first page and a half are indicated FF. In the first measure of 
the third brace of page 3 gradually close the Grand Grescendo. At the 
third measure, with the Grand Grescendo closed, we have the combina- 

*Thls registration Is Intended speclflcally for the organ whose specification Is 
given on page 169. 
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tions indicated. Play the R. H. on the Gt and the L. H. on the Sw. 
(For the Gt. oombination» Doppel Floete and 2 ft., we have prepared the 
Doppel Floete, Ch. Piccolo and Ch. to Gt as the Fifteenth of the Gt is 
frequently too harsh for snch an effect) The power of the Ch. Piccolo 
can be resrulated by the Ch. swelL At the beginning of the second 
brace on page 4, open the Grand Crescendo f ulL At the double bar at 
the top of page 5, dose the Grand Crescendo, put off the Ch. to Gt, and 
add Ch. Melodia and Clarinet These changes prepare the organ for 
this page as indicated: viz., Sw. 8 and 4 ft with Oboe, Ch. Melodia, 
Clarinet and Piccolo, Ped. Bourdon and Gedeckt Follow the manual 
indications. Before playing the return of the first theme, at the top of 
page 6, put off the Clarinet, add Ch. to Gt and open the Grand Crescendo 
full. In the first two measures of the lower brace of page 7, dose the 
Grand Crescendo gradually, which leaves the combinations indicated in 
the third measure. At the lower brace of page 8, open the Grand 
Crescendo fuU. The Sf z can be used for the last eight measures. 

H. J. Stewart, * Festival Mabch 

Prepare (as indicated by the composer) : Sw. 8 and 4 ft stops and 
Piston No. 5 (Full Sw.), (swell dosed) : Ch. Clarinet, Mdodia and Flute 
4 ft (swell open) : Gt Doppd Floete and Piston No. 4: Ped. Bourdon 
and Credeckt, Sw. to Gt 

On this organ, as the Pistons do not move the drawHEitops, we can 
prepare, at the outset, the combinations desired in the middle section. 
In addition to the Piston combinations required at the beginning. By 
pushing Gt 4 last the heavy Pedal stops required for the first Ped. figures 
will be on. After the first four measures, push Gt 1 and put on the Sw. 
to Ped. In the second measure of the lower brace of the first page, 
open the Grand Cresc^ido full. At the rest in the L. H. part at the top 
of page 3, push Sw. 4. At the rest in the third measure of the third 
brace, close the Grand Crescendo one-half. With the swell open, the 
reeds of Piston No. 4 will stand out prominently. At the rest in the 
last measure of the page, put off the Gt to Ped. and play on the Sw. 
In the last measure of the upper brace, push Gt 2. Follow all the 
manual indications of page 4. The Gt Trumpet, which is indicated in 
the third brace, can be drawn during the rest two measures previous. 
In the last measure of the page, open the Grand Cresc^ido f ulL 

At the end of page 6 push 00 and put off the Gt Trumpet and Gt. to 
Ped. This will leave the drawHEitops, which were prepared at the outset, 
all ready for the middle section. Play Ch. and Sw., as indicated, on page 
6. At the second measure of the lower brace, play the R. H. solo on the 
Gt (Doppd Floete) for variety. Return to the Gt at the last count 
of the second brace on page 7. At the rest at the end of page 7, open the 
Grand Crescendo full. At the rest in the first measure of page 9 close 
the Grand Crescendo about one-half and push Sw. 4. Follow the manual 
indications of this page. Draw the Gt Trumpet during the rest in the 

* This registration is intended specifically for the organ whose specificatioB la 
glyeo on page 169. 
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last measnxe. At the FF on page 10 open the Grand Crescendo folL 
Use the Sfz for the last six measures. 

R. Huntington Woodman, * Efithaulmium 

In order to carry ont the registration indicated by the composer^ it is 
advisable to readjust some of the Piston combinations. This will enable 
the player to follow the indications without awkward breaks, at the 
points where there are no rests. As the Piston combinations in this 
organ are all ** adjustable/' it is a simple matter to adjust the required 
combinations. Therefore, for this composition I suggest the following 
preparation: — 

Adjust Sw. Piston No. 2 to bring on Voix Celeste, Flute 4 ft. and Ped. 
Bourdon. 

Adjust Sw. 8 to bring on Voix Celeste, Flute 4 ft. Violins, Flautino 
and Ped. Bourdon. 

Adjust Ch. 1 to bring on Clarinet, Flute 4 ft. and Ped. Bourdon. 

(The composer calls for a Quintadena. As there is no Quintadena in 
this organ I have substituted the Clarinet.) 

Adjust Ch. 2 to bring on Melodia, Clarinet, Flute 4 ft. and Ped. 
Bourdon. 

After adjusting the above combinations push Ch. 1, Sw. 6 and Gt. 3. 
Draw Gt. Gamba and Gt. to Ped. 

Play the first three braces on the Gt. Open the Grand Crescendo 
full for the next brace (FF). Close the Grand Crescendo for the three 
braces indicated F, and open it full for the next two braces (FF). 
While holding the last chord on page 4, put off the Gt. to Ped. and push 
Gt. 0. After the chord, push Sw. 1. Play the R. H. on the Sw. and 
the L. H. on the Ch. for five measures. Add the Oboe and play the L. H. 
on the Gt. for six measures. In the next measure the changes indicated : 
viz., ^ II add 2 ft or Fugara, and III add 8 ft" can be obtained by 
pushing Sw. 3 and Ch. 2, these Pistons having been adjusted for these 
combinations at the outset. Play Sw. and Ch. as indicated. At the 
bottom of the page, the indication is a little ambiguous. The R. H. part 
is indicated, " Couple II." As '' II " is the Sw. and the R. H. is already 
on the Sw., I suggest the opening of the Grand Oescendo about one-half, 
which will bring on Full Sw. and the desired Ped. stops. Gradually open 
the swell. In the first measure at the top of page 6, open the Grand 
Crescendo two-thirds and play both hands on the Gt At the return of 
the first theme (Tempo 1°), open the Grand Crescendo full. At the 
bottom of the page, close the Grand Crescendo about one-third. On the 
last page, open the Grand Crescendo full and put on the Sfz for the 
FFF. 

* This registration Is intended specifically for the organ whose specification is 
given on page ISO. 



CHAPTER XX 

BE6ISTRATI0N ON A MODERN THREE-MANUAL ORGAN 

(with movable eambinations) 

In the preceding chapter the specific organ, for which the registration 
of the various compositions is intended, contains combination pistons of 
the non^movahle type. In this chajyter the suggested registration for 
the various compositions is intended for an organ which has the same 
specification as that in the preceding chapter, with the exception that the 
combination pistons are of the movable type. 

In registering compositions on organs which have combination pistons 
of the movable tsrpe, quite a different plan must be followed from that 
used in registering compositions on organs which have combination 
pistons of the non-movable tsrpe. The difference is a difference of method 
more than a difference of design; although the selection of stops must, 
occasionally, be modified to avoid the complication which sometimes 
arises when one is using combination pistons of the movable type. 

With combination pistons of the non-movable type the combination of 
stops which is ** set " on a piston is cMed to the combination of stops 
which is already drawn or is inibtraeted when that particular piston is 
released. This enables the player to return to the combination of stops 
which is first drawn, or to change to any desired combination of stops 
which he may prepare while he is playing on the combination of the 
added piston, with the one condition that the prepared combination must 
be selected from the stops which are in the set combination of the 
piston. 

If the combination piston is of the movable type the combination which 
is '' set '' on the piston is arbitrary. When tiie piston knob is pressed 
any draw-stops that are not included in the combination of that piston, 
wUch happen to be out, are put in, and the stops of the set combination 
are brought out. The player cannot prepare any other combination of 
stops while he is playing on the combination of the piston under con- 
sideration. It is necessary to use some other piston for any change of 
stops which cannot be conveniently made by means of the draw-stops. 
The relative merits of the two systems (movable and non-movable) have 
caused much arguments among organists. Each system has strong sup- 
porters. 

194 
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A List of Twenty Organ Compositions 

For which the Registration is suggested for the Three-Manual Organ 

Whose Specification is similar to that given on page 169 

With the exception that the Piston Combinations 

are of the Movable Type 

J. S. Bach Fantasia and Fugue in G-minor 

Felix Borowski Prayer in F. 

Theodore Dubois In Paradisum 

Joseph Callaerts Prayer in D-flat 

Gottfried N. Federlein Serenade 

Alfred Hollins Grand Choeur in G-minor 

J. S. Bach Choral Prelude, '' Wir danken dir " 

J. S. Bach Choral Prelude, ** Der Tag, der ist so 

f reudenreich " 

Clifford Demarest Cantilena 

Felix Mendelssohn Sonata in F-minor (No. 1) 

Aloys Claussmann Pastorale in A 

Henry M. Dunham Andante in A-flat 

Alex. Guilmant Mardie Religieuse 

Arthur Foote Nocturne 

H. A. Wheeldon Canzona 

Dudley Buck Noel 

John A. West Melody in A-flat 

Gabriel Piem^ Cantildne in E-flat 
Frederick N. Shackley At Eventide 

Alex. Guilmant First Offertory on Christmas Hymns 

J. S. Bach, * Fantasia and Fugtte in G-Minob 

Prepare (in this order) : Sw. 6, Gt 8, Ped. 2, Sw* to Gt, Sw. and Gt. to 
Ped., Grand Crescendo full. Swell partJy open. 

Play the first eight measures on the Gt. (Full organ with unison 
couplers being on by means of the Grand Crescendo). On the first 
count of the ninth measure, dose the swell, and on the second count, 
close the Grand Crescendo. This leaves Gt. to Octave, Full Sw. and 
Full Ped. for the next phrase. At the second count (rest) of the 
fourteenth measure, open the Grand Crescendo full. At the second 
count (G in the Ped.) of the twenty-fifth measure, close the Grand 
Crescendo. In the thirty-first measure, begin a gradual crescendo. This 
can be obtained by opening the swell gradually during the playing of 
the last three or four notes of each of the descending scales (in the 
Ped. part) , which can be played by the left foot. At the second count of 
the 44th measure, open the Grand Crescendo full for the last six meas- 
ures. 

Personal tastes differ greatly in registering the Fugue. Some players 
use F Gt. and Full Sw. from the beginning to the last two chords, which 
they play on the Full Organ. I suggest the following registration, with 
the idea of giving prominence to the various entrances of the theme, 
and a gradual progressiveness to the climax of the Fugue. 

*ThiB registration is intended specifically for the organ whose specification is 
given on page 169 with movable combinations substituted for the immovable 
combinations. 



196 ORGAN REGISTRATION 

Prepare: Fun Sw. (Piston No. 5)» F Gt. (Piston No. 3)» Fnll Pad. 
(Piston No. 2)» Sw. to Gt, Sw. and Gt to Ped. 

Begin the Fugue on the Sw. (closed). After the ninth measure^ 
gradually open the swelL Have it wide open when the theme enters in 
the Ped. part This theme stands out prominently (by means of the 
Gt to Ped.). At the seventeenth measure, last county play both hands on 
the Gt At the 37th measure, play the R. H. on the Sw., beginning with 
the second eighth-note. This causes the theme in the L. H. to stand out 
At the 39th measure, play the last three sixteenth-notes of the L. H. 
part on the Sw. and continue both hands on the Sw. The swell should 
be gradually closed until the 46th measure when it should be entirely 
dosed. In the next four measures gradually open the swelL At the 
50tii measure play the last sixteenth-note of the L. H. on the Gt, which 
gives prominence to the theme. At the 63rd measure play the last eighth- 
note of the L. H. on the Sw. The theme in the Ped. part thus stands oat 
prominently. At the 57th measure play the last three eighth-notes of the 
L. H. on the Gt and follow with the R. H. in the next measure. At the 
63rd measure, with the entrance of the theme in the R. H. part (last half 
of the second count), op^i the Grand Crescendo fulL The left foot can 
easily play G, A, F-sharp and D, which permits the right foot to open the 
Grand Crescendo. At the 80th measure close the Grand Crescendo on 
the second count At the 93rd measure the descending scale in the L. H. 
should be played on the Sw. and the R. H. should play the other notes. 
The last note of the measure in the R. H. should be played on the Sw. 
At the 100th measure play the last sixteenth-note of the L. H. part on 
the Gt to give prominence to the theme. The R. H. should remain on 
the Sw. At the 103rd measure return to the Sw. with Ihe L. H. on the 
F-natural. At any point in the next few measures op^i the Grand 
Crescendo full. It does not affect the Sw., which is already full. At the 
110th measure the entrance of the theme in the Ped. stands out promi- 
nently. Play both hands on the Gt. on the last eighth-note of the 
measure. 

Felix Borowski, * Fbayer in F 

The registration of the composer, which is indicated in the printed 
copies, requires only a few changes to adapt it to the organ which is 
under consideration in this chapter. 

Prepare: Gt Doppel Floete and Gamba: Sw. Oboe, Salicional * and 
Gedeckt (closed) : C!h. Melodia (closed) : Ped. Bourdon, Gt and Ch. to 
Ped. 

The introduction is indicated to be played on the Gt If the combina- 
tion is too loud for the taste of the player it can be played on the Ch., with 
the Ch. swell open. At the entrance ol the solo theme in the lower brace, 
** add Oboe " is indicated. I have suggested drawing the Oboe at the 
outset, as the Sw. is not used until this measure. The Gt to Ped. should 

• This registration Is intended specifically for the organ wliose specification is 
given on page 169 with movable combinations substltnted for the immovable 
combinations;. 
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be put off before beginniiifi: this solo. On page 4 put off the Gamba at 
the end of the upper brace, and play the manuals as indicated in the 
second brace. The first two measures of the third brace, indicated both 
bands on the Gt., will be improved by opening the Grand Crescendo a 
little to bring on the Sw. to Gt. (without the awkward break which 
would be necessary to draw the coupler by hand). In the third measure 
of this brac$F^ where both hands are indicated for the Sw., the Grand 
Crescendo should be closed again. 

At the top of page 5, second count of the first measure push Gt. 1, 
Sw. 3, and play both hands on the Gt Add Gt. to Fed. before the Fed. 
notes come in. In the third measure, during the eighth-rest (R. H.), 
while the L. H* is holding the A, push Gt. Piston No. 2. At the first 
measure of the second brace, add Sw. 5, and draw the Fed. Diapason, 
which is put off by the Sw. Piston. Gradually open the swell and aeeelr 
lerando to the F of the last two measures of the page, when Gt. Piston 
No. 3 should be pushed. 

On page 6, third measure, open the Grand Crescendo full for tiie 
climax. At the bottom of the page close the Grand Crescendo and open it 
again for the FF chord. At the long rest at the end of the page, dose 
the Grand Crescendo, close the Sw. swell, push Sw. 1 (which will put in 
most of the stops of the Sw. and the Fed. Diapason) and prepare Sw. 
Vox Humana and Flauto Traverse. While playing the first measure of 
page 7 on the Sw., put off all the couplers. At the second measure of 
the second brace, the solo on the Ch. (R. H.) should be regulated in 
power by the Ch. swell pedaL At the third measure the two whole notes 
(R. H.) should be played on the Ch. The melody (L. H.) can be made 
prominent by opening the Sw. swell-box. In the last measure of this 
brace, the chords of the upper staff should be played on the Ch. and 
the two parts of the middle staff (L. H.) should remain on the Sw. The 
first measure of the lower brace should be played as indicated — both 
hands on the Sw. In the second measure, on the second eighth-note of 
the L. H. part, push Sw. 1, which changes the combination to Credeckt 
and Salicional. The ^oline should be added while playing. In the 
next to the last measure put off the Salicional on the first rest and the 
Gedeckt on the last rest, which leaves the ^oline for the ending. 

Th£odorb Dubois, *In Fasadisum 

The original edition calls for a very soft 8 ft. Flute (Gt.) for the 
R. H. arpeggio accompaniment, and a Vox Humana for the L. H. 
melody. The middle section is registered for Ch. " Bourdon et Gambe.'' 
This registration, which is effective on French organs, is not always 
practical on American organs. It requires several changes on the organ 
which is being considered in this chapter. I suggest the following regis- 
tration, which gives variety, and yet carries out the maiu idea of the 
composer's registration. 

*Thi8 registration 1» Intended specifically for tbe organ whose speclflcatlon la 
given on page 169 with movable combinations substituted for the Immovable 
combinations. 
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Prepare: Sw* Oboe, Salicional, Voix Celeste, Flute 4 ft. and Tremolo 
(dosed) : Gh. Melodia (closed) : Fed. Bourdon. 

Play the R. H. part on the Gh. and the L. H. melody on the Sw. For 
the trio (un peu anm4) put off the Oboe and play both hands on the 
Sw* The two-measure arp^rgrio phrases of the R. H. should be played 
on the C!h. with the Ch. swell dosed. Between the phrases of the last 
four measures^ previous to the return of the first thane, change the 
Gh. from the Mdodia to the Flute d'Amour. Just before beginning the 
returned theme in the L. H. part» add the Vox Humana. Play the R. H. 
arpeggios on the C!h. an octave lower than they are printed, as a 4 ft. 
stop is on. If the Gh. organ contains an 8 ft Credeckt it can be sub- 
stituted for the Flute d'Amour, in which case it will not be necessary 
to play an octave lower. The Gh. swell must be opened partially to 
make the Flute d'Amour (or the Credeckt) balance the L. H. melody. 
If preferable this B. H. part can be played on the Mdodia as at first. 

Obviously, many variations of this registration are possible. If the 
Gh. Melodia is soft enough (with the swell closed), the L. H. mdody 
can be played on the Sw. Vox Humana with or without a Credeckt or 
Flute 4 ft. This L. H. melody is also effective played an octave lower 
than it is printed (equivalent to using a 16 ft. stop) , using the Gomopean, 
Oboe, Voix G^leste, Flute 4 ft. and Tremolo, in which event the Gh. swell 
must be partially open. Occasionally, the Harmonic Flute 4 ft. in the 
Gt. (if it is not too loud), when played an octave lower than the music 
is printed, sounds well for this R. H. part. The trio in the middle of the 
composition sounds well on any one of several combinations: viz., Sw. 
Viol d'Orchestre and Flute 4 ft, Voix G^leste alone. Vox Humana and 
Bourdon (played 8va), Bourdon and Violina (played 8va). The 
Tremolo should be used with all these combinations. Whichever com- 
bination is selected should be somewhat of a contrast to the combinations 
used for the first and last sections of the composition. 

Joseph Gallaerts, * Prayee in D-Flat 

The registration which I suggest is an adaptation for American organs 
of the printed registration which is for French organs. 

Prepare: 6t Doppd Floete, Sw. Vox Humana and Credeckt, Gh. 
Melodia and Flute d'Amour (partly open), Ped. Bourdon and Sw. 
to Gt. 

Play the first eight measures on the Sw. Use the swell pedal to pro- 
duce the changes of power indicated. In the next four measures play the 
R. H. solo on the Gt. and the L. H. on the Sw. Play one measure with 
both hands on the Gt (swell half open) ; one measure with both hands 
on the Sw.; one measure with both hands on the Gt; one measure with 
both hands on the Sw. Ritard and dose the swell. Add the Sw. Flute 
4 ft and continue the theme (two measures) on the Sw. Ghange both 
hands to the Gt, open the swell, and for the Mf diords op^ the Grand 

*Thi8 reglatration is Intended specifically for the organ whose specification is 
given on page 109 with movable combinations snbstitated for the immovable 
combinations. 
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Crescendo about one quarter. Close the Grand Crescendo and end the 
section on the Sw. 

For the middle section (key of G-flat) put off the Vox Humana, add 
the Oboe and play both hands on the Ch. for nine measures. Change 
both hands to the Sw. with the swell partly open (Mf ) for four measures. 
Close the swell for two measures. In the following six measures, which 
are a return of the theme of this middle section, play both bands on the 
Gt and open the swell wide. Play the last three measures on the Sw. 
and close the swell. For the return of the first theme (key of D«flat)» 
play both bands on the Sw. Vox Humana and Gedeckt for four measures. 
Play both bands on the Gt. (with swell wide open) for four and a half 
measures. Play the ending with both bands on the Sw., moUo ritard and 
difniuuendo, 

CrOTTFBIED H. FEDEBUBIN, * SERENADE IN B-FLAT 

The composer's registration is carefully indicated and can be followed 
explicitly on this organ, with the exception of the indications for the 
Ped. Couplers. The latter indications are somewhat confusing to students 
though they are perfectly clear to experienced organists. The first 
indication, ** Ped. to C!h. off — on Sw.,'' means Ch. to Ped. off, Sw. to Ped. 
on. The next indication, ** Off Sw. to Ch.," might be interpreted as Sw. to 
Ch. off. As it is placed just over the Ped. staff, it is intended to indicate 
Sw. to Ped. off, Ch. to Ped. on. In the next to the last measure the 
indication, ^ Ped. off Ch. on Sw." means Ch. to Ped. off, Sw. to Ped. on. 

Alfred Hollins, * Grand Choeub in G-Minob 

Prepare: Gt. Doppel Floete: Sw. Piston No. 3 (8 and 4 ft. with Oboe) 
with swell open: Ch. Melodia and Flute d'Amour: Ped. Bourdon: Grand 
Crescendo full. 

The Grand Crescendo supplies the FF and F combinations as well 
as the couplers for the first three pages, and the stops that are drawn at 
the outset give the desired combinations for the first part of the middle 
section. The first two pages, indicated '' FF," should be played on the 
Gt. with the Grand Crescendo open full. For the eight measures in- 
dicated ** F Gt," close the Grand Crescendo about one-third, which reduces 
to " Gt. to Octave with Full Sw." At the return of the theme (" FF ") 
open the Grand Crescendo full. For the two measures of sustained 
chords, preceding the Trio, close the Grand Crescendo, play on the Sw., 
and gradually close the swell. Put off the Sw. Diapason and play the 
first sixteen measures of the Trio on the Ch. (partly open) as indicated. 
Only a few hands are large enough to reach the tenths (R. H.) in the 
first and fifth measures of the Trio. Those who cannot reach these 
tenths can play the sustained B-flat in the base with the Ped. 8-va, for 
eight measures. This permits the organist to play the two middle parts 
with the L. H. and avoids the tenths in the R. H. part. 

*Thls registration is intended specifically for the organ whose specification is 
given on page 169 with movable combinations substituted for the immovable 
conibinations. 
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After adding the Clarinet (for fatare use), play the next sixteen 
measures as indicated — the R. H. on the Gt. and the L. H. on the 
Sw. At the top of page 6 add Sw. Diapason, by hand or by Piston No. 3. 
Play the R. H. on the Sw. and the L. H. on the Ch« for eight measures. 
Play the R. H. on the Gt. and the L. H. on the Sw. for four measures; 
then play both hands on the Sw. On page 7, third measure, play the 
R. H. on the Gt. and the L. H. on the Sw. Eight measures later play 
both hands on the Sw. After the hold at the bottom of the page push 
Sw. Piston No. 1 and add the Voix Celeste. The repetition of the last 
half of the Trio can well be omitted. 

At the top of page 8 push Sw. Piston No. 3 and add Sw. to Ped. At 
the last measure of the upper brace, push Gt. Piston No. 2 and put on 
(with the foot) Gt. to Ped. In the middle brace is indicated, ** Gt. full 
and couple Tuba to the Pedals.'' As there is no Tuba in this organ and 
** Gt. full " would be abrupt and awkward, I suggest the omission of the 
indication. In the third or fourth measure of the lower brace push 
Gt. Piston No. 3. At the top of page 9 open the Grand Crescendo full. 
At the last measure of the page close the Grand Crescendo about one- 
third. In the middle of page 10 (FF), open the Grand Crescendo full. 
During the rests in the Pedal part, in the first measure of the middle 
brace of page 11, put off the Gt. to Ped. At the rest in the R. H. part, 
before the hold over D, in the middle of this brace, close the Grand 
Crescendo, and draw the Sw. Tremolo. While holding this note (D) 
push Gt. 1, put off the Sw. to Ped., close the Ch. swell and play as 
indicated — the R. H. solo on the Sw. and the L. H. on the Ch. At the 
top of the last page put on the Sf ss. 



J. S. Bach, * Choral Prelude, '* Wir danken dir, Hebr Jesu Christ 



n 



Prepare: Sw. Cornopean, Oboe, Voix C61este, Gedeckt (closed) : Ch. 
Melodia and Dulciana (closed) : Ped. Bourdon and Ch. to Ped. If the 
Cornopean is loud and coarse it should be omitted. 

Play the R. H. solo on the Sw., the L. H. accompaniment on the Ch. 
Use the swell pedals for expression. 

J. S. Bach, * Choral Prelude, '' Der Tag, der ist so freudenreich " 

Prepare: Sw. Vox Humana, Voix Celeste and Flute 4 ft. : Ch. Dulciana: 
Ped. Bourdon and Ch. to Ped. 
Play the solo on the Sw. and the accompaniment on the Ch. 

Clifford Demarest, * Cantilena 

The composer's registration in the printed copies can be followed closely 
on this organ. On the second page, where " Sw. Vox Humana " is in- 
dicated for the R. H. solo, it may be advisable to add either the Gedeckt 

*Thls registration Is Intended specifically for the organ whose specification Is 
given on page 169 with movable combinations snbstltnted for the Immovable 
combinations. 
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or Flute 4 ft. At the bottom of the page is the indication, '^ Add Sw. Sub- 
Octave.'' The player can add the Sw. to Sw. 16 ft Coupler or the Sw. 
Bourdon 16 ft according to taste. On the last page is the same indica- 
tion. If either of the above stops is used it must be put off for the 
lower brace of the last page. 

Feux Mendelssohn-Bartholdy, * Sonata in F-Minob, No. 1 

1. AUjEGRO Modbrato 

Prepare: Sw. 8 and 4 ft (Piston No. 2) : Ch. Melodia and Flute 4 ft: 
Gt to Octave (Piston No. 3) : Ped. with Open Diapason (Gt Piston 
No. 3, if pushed last, gives the desired Ped. combination) : Sw. to Gt.» 
Sw. to Ch. and Gt to Ped.: Grand Crescendo full. 

The first section, to the entrance of the Choral (half notes), is indicated 
« FF " and should be played on the Gt The Choral — " Was mein Gott 
wUl*' — can be played on the Ch. as prepared at the outset (the Sw. 
to Ch. Coupler can be omitted ad lib.). The Grand Crescendo should 
be closed on the second eighth-note of the measure in which the Choral 
begins. This gives a slight diminuendo and puts off all the undesired 
stops of the Sw. and Ch. Alternating with the various lines of the Choral 
are imitative phrases of the first theme. These phrases are indicated 
** FF/' but it seems to me that a forte combination on the Gt sounds 
better than a fortissimo combination. Gt Piston No. 3, which was pre- 
pared at the outset, is suitable. Each line of the Choral should be played 
on the Ch. and the alternating phrases of the first theme should be 
played on the Gt Near the end of this movement, in the measure 
preceding the hold, the Grand Crescendo should be gradually opened to 
full organ, which should be used as a climax on the chord with the hold. 
Immediately after this chord, the Grand Crescendo should be closed and 
the four measures of the Choral should be played on the Ch. The last 
four measures of the movement are the closing measures of the Choral 
for which the Grand Crescendo can be opened full, or these measures can 
be played on the Gt with the 8 ft. stops only, according to taste. 

II. Adagio 

Prepare: Gt. Gamba, Sw. Credeckt, Ch, Dulciana, Ped. Bourdon, Ch. 
to Ped. 

Play the first eight measures on the Ch., the second eight measures on 
the Sw. Beginning with the last eighth-count of the sixteenth measure, 
play on the Gt. for four measures. With the last eighth-count of the 
20th measure, play both hands on the Sw. At the last eighth-count of 
the 24th measure, play on the Gt At the 27th measure, add Ch. Melodia 
and play on the Ch. At the 29th measure, add Voix Celeste and Flute 
4 ft, and play on the Sw. In the 32nd measure, play the first two counts 

*Thl8 registration Is Intended specifically for the organ whose specification la 
given on page 169 with movable combinations sabBtltnted for the immovable 
combinations. 
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with the R. H. alone. On the second count add the Oboe and continue 
both hands on the Sw. On the last count of the 36th measure, play 
both hands on the Oh* In the 40th measure play with the L. H. alone 
and put off the Melodia on the last count. In the next measure play the 
R. H. solo on the Sw. and the L. H. on the Oh. At the 49th measure 
play the L. H. on the Gt. In the 52nd measure play both hands on the 
Sw. In the first part of the 54th measure, while playing: with the L. H. 
alone, add the Ch. Melodia. Play the last count of this measure with 
the R. H. and, in the next measure, play the L. H. on the Gh. At the 
last count of the next measure, play on the Gt. At the last count of the 
next measure, play on the Sw. At the last count of the next measure, 
put off the Oboe. On the second count of the 64th measure, put off the 
Flute 4 ft. In the 69th measure play the L. H. theme on the Gh. At the 
73rd measure put off the Voix Geleste (leaving: the Gedeckt alone). 
While playing: this measure put off the Melodia (leaving: the Dulciana 
alone). Play the L. H. part in the next measure on the Gh. Thus to 
the end. 

III. Andante RficiT. 

This movement consists principally of short phrases ef a recitatwe 
character, alternating: with two measures of sustained chords. In the 
early editions of this sonata, presumably with the composer's personal 
indications, the recitative phrases are indicated '' PP ** and the sus- 
tained chords ''FF." If these indications are followed literally — with 
a PP combination for the recitative phrases and Full Org:an for the 
chords, an exagigerated contrast, which is rarely pleasing, is the result. 
It seems to me that a better effect is obtained by playing the chords on 
the Gt. to Octave, and the recitative phrases on a soft combination in- 
cluding the Oboe. Beginning with the second of the recitative phrases, 
each phrase is of an imitative character between the parts for the two 
hands. This suggests a separate manual for each hand, but in the last 
measure of each phrase the imitative character disappears. If the two 
hands play on different manuals a third hand seems necessary in order 
to finish the phrase and to play the first of the following chords on a 
third manual. Tastes differ with regard to the registration of this move- 
ment. Some players give prominence to the imitations, and compromise 
at the end of each phrase. Others play both hands on the same manual, 
as indicated in the early editions. With the latter plan the imitations 
are distinctly audible and no compromise is necessary at the end of the 
phrases. I suggest the latter plan, though either can be followed with 
the combinations given below. 

Prepare: Sw. Oboe, Voix Geleste, and Flute 4 ft (closed) : Gh. Clarinet 
and Melodia (swell partly open) : Gt. to Octave (Piston No. 3) : Ped. 
16 and 8 ft. (prepared by Gt. piston) : Sw. to Gt. and Gt. to Ped. 

Play the first three measures of the recitative on the Sw. and the 
chords on the Gt. The second phrase (measure 6) I prefer to play with 
both hands on the Sw. Those who prefer can play the R. H. on the Sw. 
and the L. H. on the Gh., which necessitates playing the last two notes on 
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the same manual (Sw.)* The third phrase (measure 12) should be 
treated similarly to the second. In the fourth phrase (measure 17) the 
parts for the two hands cross in the first measure. This is, of course, 
avoided if separate manuals are used for the two hands; but the phrase 
can easily be played on one manual, and it seems to me that the last 
measure of the phrase (measure 21) is more satisfactory when the whole 
phrase is played on one manuaL The same point is noticeable in the 
first measure of the fifth phrase (measure 24). During the measure of 
F chords (measure 28), add the Full Sw. (Piston No. 5) with the 
swell closed. Immediately afterward, push Gt. 3 to restore the Ped. 
stops which are put off by the Sw. Piston. Play the following three 
measures on the Sw. The effect of the arpeggio, with all the notes tied, 
building up a volume of suppressed tone» is pleasing. Play the next 
four measures (beginning with measure 31) in the same manner. While 
playing the following two chords on the Gt. (F) with the R. H. push 
Sw. 3 and Gt. 3 (to restore the Ped. stops). Play the sustained chord 
of the third and fourth counts on the Sw. with the L. H., and the two 
notes (£-flat and A-flat) of the recitative theme on the Ch. Play the 
next two measures (38 and 39) in the same manner. In measure 40 play 
the chord of the upper staff on the Sw. with the L. H. In the following 
measure play the two notes (G and G) of the recitative theme on the Sw. 
with the R. H. Transfer the L. H. chord to the R. H., in order to play 
the imitation in the bass clef with the L. H. on the Ch. In measure 44 
the F of the upper staff must be omitted in order to play the chord on 
the Gt (F) with the R. H. (This note is inaudible if played.) The 
last seven measures of this movement, which lead to the last movement, 
sound well when played on the Sw. Salidonal or Voiz Celeste. 

IV. Allegbo assai vivace 

This movement is indicated, and is usually played, '* FF ** without any 
change of registration. It is only necessary to open the Grand Cres- 
cendo full. 

AlOTS CliAUSSliANN, * PASTORALE IN A 

In the printed copies the composer's registration (in French) with the 
English translation is quite specific and can be followed quite closely 
on the organ which we are now considering. A few minor details, 
relative to the best method of obtaining the combinations indicated by 
the composer, are helpful to the student. The printed preparation is 
here given with suggestions (in parentheses) for the best method of 
obtaining the combinations. 

Prepare: Sw. 8 and 4 ft with swell open (Piston No. 3) : Ch. 8 and 
4 ft. with swell open (Piston No. 2) : Gt. 8 and 4 ft. (Piston No. 2) : 
Ped. 16 and 8 ft. (Gt. Piston No. 2 gives this combination) : Sw. and 
Ch. to Gt, Gt to Ped. 

*Thi8 reglBtration Is Intended specifically for the organ whoae specification is 
given on page 169 with movable combinations substituted for the immovable 
combinations. 
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No snggestionB are necessary until the top of the third page, where 
^ Sw. and Ch. to Gt. off " is indicated. This change of couplers should 
be made during the rest (L. H.) in the preceding measure. Gt. to Ped. 
and Fed. Op. Diapason should also be put off at this point. The Ped. 
stop can be put off easily by pushing Sw. Piston No. 3, which does not 
change the Sw. combination. In the second measure, to ^reduce Gh. 
to 8 ft" it is necessary to put off the Flute 4 ft. and Fugara with the 
hand. In the last measure of the second brace, while holding the E in 
the L. H., the combinations indicated can be prepared by the R. H. in 
this order: Put off Oh. Diapason and all Sw. stops except Oboe and Flute 
4 ft Add Sw. Tremolo and prepare Gt Doppel Floete and Har. Flute 4. 
The Ped. combination — Bourdon and Gedeckt — which is preferable to 
^Bourdon and Flute^'' has been previously prepared by Sw. Piston 
No/ 3. 

In the next five braces the indicated variations in power for the Sw. 
manual should be obtained solely by means of the swell pedaL At the 
top of page 4 the L. H. staccato phrase is more effective if played on the 
Gt instead of on the Oh. In the second brace the absence of definite 
manual indications is liable to confuse students. In the upper brace 
the indication is, R. H. on the Sw. and L. H. on the Ch. This indication 
holds good through the next two braces. My suggestion of a change for 
the L. H. to the Gt in the upper brace should not apply to the other two 
braces. At the second measure at the bottom of this (fourth) page, the 
Tremolo should be put off. The R. H. Flute solo is indicated ^ GV The 
L. H. naturally must continue on the Ch. On page 3 we prepared Gt 
Doppel Floete and Flute 4 ft This combination is effective at this 
point or, if the player prefers, the Doppel Floete alone can be prepared 
en page 3. At the last measure of the second brace on the fifth page, 
the L. H. can play on the Ch. as indicated, and the R. H. remain on the 
Gt This L. H. phrase, which consists of a sustained melody (upper 
notes) and short chords, is more effective and characteristic if played 
on the Sw. with Piston No. 4 (reeds) . This piston can be pushed during 
any of the rests in the L. H. part in the previous measures. At the 
top of page 6 both hands can play on the Ch. as indicated, or the R. H. 
solo can be made more prominent if played on the Sw. (reeds as suggested 
above). The indication " add Ch. to Gt" may well be omitted. At the 
bottom of the page there is a return of the theme and the combinations 
of the third page. If Sw. Piston No. 4 has been used (as suggested 
above) it is necessary, during the rests in the R. H. (two measures) , to 
prepare the Sw. as before (Oboe and Flute 4 ft). 

In the last measure at the top of page 7, there is no manual indication. 
This is surely an omission. If the R. H. is played on the Sw. and the 
L. H. on the Ch. as previously, the effect is far from satisfactory. Both 
hands should be played on one manual, either the Gt or Ch. according 
to taste. At the whole measure rest (hands) in the second brace of 
page 7, the desired combination for the next section can be prepared. 
Either of the indicated combinations in the Sw. can be used or one can 
substitute Vox Humana and Gedeckt, which is very effective for this 
section. The manual indications for tiiis and the following page should 
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be followed irrespective of which combination the player has selected for 
the Sw. At the last note at the top of the 8th page, it is a good plan to 
push Sw. 2 in order to give a change of tone-color for the next two 
braces, irrespective of which combination in the Sw. has been selected 
for the previous phrase. At the bottom of the page ** Add Sw. to Gt." 
is indicated, but it is unnecessary and may be omitted. During the rest 
(R. H.) in the third brace of the 9th page, prepare Sw. as indicated 
(Qboe and Tremolo). If the Oboe is poor and uneven in tone it can be 
improved by adding the Gedeckt or Flute 4 ft. On the last page, if both 
hands are played on the Sw. as indicated (without the Tremolo) , a good 
suggestion of the pastoral bagpipe is sometimes produced. In the last 
four measures the L. H. should be played on the Ch. Dulciana instead 
of on the Gt. 

Henry M. Dunham, * Andante in A-Flat 

The composer's indications for the registration, in the printed copies, 
can be followed closely on this organ for two pages. At the first 
measure of the middle brace on page 5, to obtain the effect which is 
indicated by the composer, push Gt. 2 just before playing the ascending 
scale (L. H.) on the Gt. Add the Gt. to Fed. at the second measure. In 
the middle of the brace open the Grand Crescendo full. At the last 
measure of the page push Gt. Piston No. 1 (for future use). At the 
end of the first measure of the middle brace of page 6, close the Grand 
Crescendo and put off the Gt. to Fed. In the second measure at the top 
of the last page, prepare, Sw. Vox Humana and Gedeckt, Ch. Dulciana 
only, Gt. Doppel Floete, and put off Sw. to Gt. and Gt. to Fed. The Ch. 
to Fed. indicated can be used, or not, according to taste. Flay the last 
two chords on the ^oline. 

Alexandre Guilmant, * Mabche Religie0se 

The printed registration of this composition is in the old style and is 
somewhat confusing to the student. 

Frepare: Gt. Doppel Floete and Flute Har.: Sw. Fiston No. 2 (closed) : 
Ch. Fiston No. 2 with Clarinet (open) : Fed. Bourdon and Gredeckt: Sw. 
to Gt. and Sw. to Fed. 

Flay the first eight measures on the Sw. Add the Oboe (Fiston No. 
3) at the rest in the ninth measure, and gradually open the swell. Flay 
the last three notes (L. H.) of the last measure of the third brace on 
the Gt. Add the Gt. to Fed. and, in the following measure, play both 
hands on the Gt. At the rest in the fourth measure of the lower brace, 
add the Gamba by means of Fiston No. 1. At the sixth measure at the 
top of the second page, push Gt. 2. At the fourth count of the fourth 
measure, push Gt. 1. In the following measure change to the Sw. on 
the second count, put off the Gt. to Fed., and gradually close the swell. 

* This registration is intended specifically for the organ whose specification is 
given on page 169 with movable combinations sobstitated for the immoyable 
combinations. 
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In tiie second measure of the second brace, put off the Oboe by means of 
Piston No. 2. 

Before beginning the PiU moaao movement, push Sw. 4 and Gt. 3» and 
add Gt. to Fed. The change of manuals indicated in the last two 
measures of the fourth page, does not appear in the original edition. 
It seems to weaken the progression and is unnecessary. At the last 
rest at the bottom of this page, push Gt. 2. This leaves the organ 
prepared as follows: Gt. to Open Diapason, Sw. 8 and 4 ft. with reeds, 
Ch« 8 and 4 ft with Clarinet, Ped. Diapason, Bourdon and Gedeckt At 
the first measure of the third brace of page 6, push Sw. 5 and Gt 2* 
The latter is necessary in order to restore the Ped. Diapason, which is 
put off by Sw. 5. Gradually open the swelL At ihe last measure of 
the page push Gt 3. At the second measure of the last page open the 
Grand Crescendo f ulL The Sf z can be used at this point if the 4 ft 
couplers do not stand out so prominently as to be objectionable, in which 
case it can be reserved for the last five measures. 



Abthub Foots, * Noctubne in B-Minob 

In the first edition of this Nocturne there were no stop indications; 
only indications for the manuals. In a later edition combinations of 
stops have been indicated, which can be followed closely on the organ 
which is under consideration in this chapter. For the benefit of those 
who happen to have a copy of the first edition, the stop combinations are 
here given. 

Prepare: Gt Doppel Floete: Sw. Oboe, Voiz Celeste and Flute 4 ft. 
(closed) : Ch. Dulciana (partly open) : Ped. Bourdon. The printed in- 
dication, ** Ped. 16 ft. coupled to Swell,'' is an error. The coupler should 
be omitted. 

On the first page play the manuals as indicated. During the rest in 
the L. H. part, in the third measure of the second brace on the second 
page, before playing both hands on the Sw., put off the Oboe. At the 
last note of the second measure of the third brace, add the St Diapason 
(Credeckt) or add the Vox Humana. In the next phrase, if the Doppel 
Floete in the Gt is too loud for the L. H. part, play the part an octave 
lower on the Gt Flute Har. 4 ft or on the Ch. Flute d'Amour 4 ft This 
phrase can also be played on the Ch. Melodia with the Ch. swell closed, 
if the stop is not too loud. In the third measure of the upper brace of 
the third page, the hands change places, and in the same measure of 
the second brace, the hands change back again. The R. H. part on the 
Gt must be played an octave lower, if in the preceding phrase the L. H. 
part is played an octave lower. 

In the tiiird measure of the third brace, the indication in the later 
edition is, ^'Ch. or Echo Vox Humana." This change is possible only 
on four-manual organs. There is insufiicient time at this point to change 

* This registration is Intended specifically for the organ whose specification la 
given on page 169 with roovable combinations substltnted for the immovable 
combinations. 
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the stops. It seems better to play the phrase on the Ob. as the manual 
is prepared — an octave lower if only a 4 ft. stop is on. In the first 
measure of the lower brace, the quarter-rest and ritard enable the 
organist to prepare the combinations for the following return of the first 
theme. Prepare Sw. Voix Celeste, Vox Humana and Bourdon, and Ch. 
Dulciana. Play the R. H. solo on the Sw. and the L. H. accompaniment 
on the Ch. At the double bar on the last page put off the Voix C^este 
and Bourdon. Play both hands on the Sw. Play the last chord on the 
Sw. ^oline. 

H. A. Wheeldon, *Canzona 

Prepare: Gt. Doppd Floete, Sw. Voix Celeste (dosed), Ch. Melodia 
and Dulciana (closed), and Ped. Bourdon. 

Play the first two braces as indicated. At the lower brace, add the 
Oboe and Flute 4 ft in the Sw. Play the L. H. solo on the Sw. and the 
R. H. on the Ch. If the Ch. Melodia is too loud, even with the swell 
closed, open the Sw. swell to make the solo louder. At the top of page 4 
the composer has indicated R. H. on the Ch. with Flute 4 ft. added and 
the L. H. on the Gt. This page is also effective with the R. H. played on 
the Sw. and the L. H. on the Gt. The Open Diapason of the Fed. is 
indicated for the two lower braces. This stop is generally too heavy for 
this passage. I suggest the addition of the Credeckt, by means of Ped. 
Piston No. 1* At the top of page 5 return to the first combinations. At 
the top of page 6 change the Sw. combination to Salicional, Gedeckt 
and Flute 4 ft and play the R. H. on the Sw. and the L. H. on the Gt 
At the top of page 7 add the Oboe, and play the R. H. on the Gt and the 
L. H. on the Sw. At the rest at the end of the page, before turning the 
leaf, put off all the Sw. stops except the Oboe. Play the first measure 
at the top of the next page with both hands on the Sw. In the second 
measure play the outside notes on the Sw. and the two inside notes 
(thumbs) on the Gt In the measure before the double bar, while playing 
the A's on the Ch. (closed), prepare the Sw. Vox Humana, Voix C61este 
and Flute 4 ft Play the R. H. on the Ch. and the L. H. on the Sw. 
Frequently, the Ch. Melodia (already prepared) is too loud for this 
passage, and the Flute 4 ft (as indicated) is too high in pitch. In such 
a case one can use the Dulciana alone vdth the Ch. swell open, or one 
can play an octave lower on the Flute d'Amour. In the second brace of 
page 9 it is occasionally satisfactory to play the R. H. on the Ch. 
Melodia and Flute 4 ft and the L. H. on the Gt as indicated. If not, 
play the R. H. on the Sw. and the L. H. on the Ch. Melodia and Dulciana 
(open). In the second brace of page 10 return to the former com- 
binations. For the last six measures play the R. H. on the Sw. 
Voix Celeste (or Salicional and Flute 4 ft) and the L. H. on the 
Ch. Dulciana. 

*Thls reglstrfttlon Is intended Bpedflcally for the organ whose spedflcatlon is 
given on pa«e 169 with movable combinations snbstinited for the Immoyable 
combinations. 
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DuDunr Buck, * Noel 

Prepare: Gt Doppd Floete: Sw. Bourdon 16 ft., Voix Celeste and 
Violina: Gh. Melodia and Dulciana: Ped. Bourdon and Gedeckt: Sw. to 
Gt. and Ch. to Ped. 

Play the first eight measures on the Sw. Add the Gedeckt at the 
ninth measure. Add the Oboe and Open Diapason in the tenth measure. 
Push Sw. Piston No. 6 at the 13th measure and gradually open the 
swell to the 16th measure. Push Sw. Piston No. 1 and play the L. H. 
on the Ch. While playing, prepare Sw. Salicional and Flute 4 ft. with 
Tremolo. At the double bar play both hands on the Sw. for four 
measures. For the next four measures, play the L. H. on the Ch. Con- 
tinue with both hands on the Sw. Put off the Tremolo for the last two 
measures before tiie change of key to the key of G. Before playing the 
last note (Gt.) of the measure before the double bar, push Sw. 3 and 
Gt. 2. Play one measure on the Gt. and one measure on the Sw. Open 
the Grand Crescendo full and play two measures on the Gt. and four 
measures on the Sw. Gradually close the Grand Crescendo while playing 
on the Sw. Push Gt. 1 and play two measures on the Gt. Push Sw. 1 and 
play two measures on the Sw. For the Andante non troppo push Sw. 4 
and draw the Tremolo. Play the R. H. on the Sw. and the L. H. on the 
Ch. Two measures before tiiie Allegro Vivaee put off the Tremolo. One 
measure before the double bar, open the Grand Crescendo full and play on 
the Gt. for nine measures. Play four measures on the Sw. Close the 
Grand Crescendo about one-third, and play on the Gt. for four measures. 
Open the Grand Crescendo full and continue on the Gt. six measures. 
Play one measure on the Sw., dose the Grand Crescendo and play one 
measure and a half on the Ch. (L. H.), during which prepare the Sw. 
Gedeckt, Flute 4 ft. and Tremolo. As the key changes to the key of A, 
play both hands on the Sw. (poeo lento). For the Allegro put off the 
Tremolo and push Sw. 4 (reeds). Play four measures (R. H.) on the 
Sw. While plasring push Gt. 3. For the Poeo maeatoso open the Grand 
Crescendo full, and play on the Gt, for twelve measures. Play on the 
Sw. for four measures and on tilie Gt. for seven measures. At the " lunga 
Pattsa** close the Grand Crescendo and prepare Sw. Vox Humana and 
Ped. Bourdon without any couplers for the last six measures. 

John A. West, * Melody in A-Flat 

While the registration of the first page which is indicated in the printed 
copies (solo on the Gt. or Ch. and accompaniment on the Sw.) is possible 
on a few organs, it is ineffective on many organs and perhaps impossible 
on some organs. In view of tiiis fact, I venture to suggest a different 
registration, with the idea that tiie student can choose the one best suited 
to his organ. As the solo melody is the most important part of the comr 
position, it seems to me advisable to play it mostly on the Sw., which is 

* This registrattOQ Is Intended spedficaily for the organ whose specification Is 
glTen on page 109 frith moTable combinations substituted for the immoTSble 
combinations. 
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the most flexible manual with regard to combinations and expression. I 
am conscious of the fact that in a few organs no suitable combination 
can be obtained for the accompaniment on the Gt or Gh. This may 
necessitate the following of the printed registration; thus sacrificing 
some of the flexibility and expression of the melody for the sake of a 
desirable combination for the accompaniment. When the Ch. stops are 
in a swell-box, it is generally a simple matter to obtain a suitable com« 
bination on the Ch. for this accompaniment. 

Prepare: Gt Doppd Floete: Sw. Oboe, Gedeckt, Salicional, Flute 4 ft 
and Tremolo: Clu Melodia and Dulciana (closed): Ped. Bourdon and 
Sw. to Gt 

Play the melody of the first page on the Sw. and the accompaniment 
on the Ch. On some organs the Melodia, even with the swell closed, is 
too loud for this accompaniment On such organs I suggest the use of 
a louder combination on the Sw. for the solo. If this is impractical the 
accompaniment can be played on the Ch. Dulciana, or an octave lower 
on the Ch. Flute d'Amour or Gt Flute Har. On page 4 play the solo 
on the Gt with the accompaniment on the Ch. This addition of the 
Doppel Floete to the solo combination (by means of the Sw. to Gt.) gives 
a pleasing variety to the solo. On page 5, second measure, the melody 
should return to tilie Sw. as at first. 

In the last measure at the bottom of page 5, while the L. H. note is 
held, there is sufficient opportunity to make any desired changes of stops. 
As the last two pages are mostly a rei>etition of the first two pages, it 
seems advisable, when possible, to change the registration. For this 
reason I suggest the following: put off the Melodia (which leaves the 
Dulciana) and turn the leaf while holding the note (L. H.) on the Sw. 
As this note is released, the Sw. combination can be changed to Oboe^ 
Salicional, and Flute 4 ft with Tremolo. (A Vox Humana or a Voix 
Celeste in place of the Oboe, or added to the Oboe, is frequently attract- 
ive.) These combinations can be continued to the last measure but one, 
when the Sw. combination should be reduced to the ^oline, during the 
rests (B. H.), for the ending on the Sw. 

Gabriel Piern£, * Cantil£:ne in E-Flat 

Prepare: Sw. Bourdon 16 ft., Oboe, and Voix Celeste (closed) : Ch. 
Dulciana (partly open) : Ped. Bourdon. 

Play the R. H. solo on the Sw. and the accompaniment on the Ch. In 
the 20th measure shorten the B-fiat (B. H.) sufficiently to be able to put 
off the Sw. Bourdon. In the 24th measure play both hands on the Sw. 
In the 27th measure play the solo on the Sw. and the chord on the Ch. 
The low B-fiat of the L. H. chord is duplicated in the Ped. and can be 
omitted to enable the L. H. to reach the rest of the chord. During the last 
three eighth-notes of the measure (motto rit) add the Vox Humana and 
Flute 4 ft and put off the Oboe. During the rest (B. H.) in the 41st 

* This registration is Intended specifically for the organ whose specification is 
^ven on page 169 with movable combinations substituted for the Immovable 
combinations. 
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measure^ add the Oboe. During the rest (R. H.) in the 45th measare» 
put off the Oboe. At the end of the 47th measure put off the Vox Humana 
and play R. H. on the Sw. and L. H. on the Ch. Play the last five 
measures with both hands on the Sw. JSoline and Sw. to Sw. 4 ft. 
Coupler. The coupler can be put off (ad Ub.) for the last two chords. 

Fbederick N. Shacklet^ * At Eventide 

Th^ composer's registration in the printed copies can be followed 
closely on this organ. The following optional registration is planned 
to give more nerve, vitality, and emotion to the principal solo theme 
than is possible when that theme is played on the Gt. 

Prepare: Gt. Doppel Floete, Gamba and Flute 4 ft: Sw. Comopean^ 
Oboe, Voix Celeste and Flute 4 ft. (closed) : Ch. Melodia and Dulciana 
(closed) : Ped. Bourdon and Gedeckt, Sw. to Gt. 

Play the four measures of introduction on the Ch. Open the Ch. swell 
for the third measure and dose it in the fourth measure. Add the Sw. 
Tremolo and play the R. H. solo on the Sw. and the accompaniment on the 
Ch. The expressive character of the solo should be controlled by means 
of the Sw. swell, and the proper balance between the solo and the accom- 
paniment preserved by means of the Ch. swelL At the hold (R. H.) in 
the last measure of the page, add Sw. to Sw. 16 ft. Coupler (or Sw. 
Bourdon 16 ft.). Open the Ch. swell to balance the increased volume 
of the solo combination. At the end of the second brace on page 3, put 
off the Sw. to Sw. 16 ft. Coupler (or Sw. Bourdon) » draw Gt. to Ped. 
and play on the Gt. Near the end of the second measure in the third 
brace, put off the Cornopean and play both hands on the Sw. Near the 
end <^ the brace, push Gt. 2 and play on the Gt. In the last measure of 
the page, the printed indication for the first chord, ** Sw.," obviously is a 
misprint. The chord should be played on the Gt. At the top of page 4, 
push Sw. 5. For the short Ped. notes either add Ped. Flute 8 ft or let 
the Gt to Ped. remain on, according to taste. At the sixth measure of 
the brace, open the swell half-way. At the third measure of the second 
brace, push Gt 3 and play on the Gt Jl the Gt to Ped. is not on it 
should be put on. Near the end of the brace open the Grand Crescendo 
gradually. Use the Sf z for the first three measures of the third brace. 
Near the end of the last chord of these three measures, release the right 
foot in order to close the Grand Crescendo and put off the Gt to Ped. 
During the *'lunga" rest put off the Sfz, push Gt 1 and Sw. 3, and 
close the Sw. swell about two-thirds. Follow the manual indications 
until the last measure of the page. In this measure put off Sw. Gedeckt 
and Diapason, add Vox Humana and Cornopean, and play the two 
notes of the solo (R. H.) on the Sw. In the last measure of the second 
brace of page 5 add Sw. to Sw. 16 ft (or Bourdon 16 ft). 

At the top of page 6 (PiU mosso) put off the Sw. to Sw. 16 ft Coupler 
(or Bourdon) and select a complete change of tone-color for the next 

. 

*ThiB registration is intended Bpeclflcally for the otgan whose speclflcation Is 
given on page 169 with movable combinations substituted for tine immovable 
combinations. 
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section^ either Gedeckt and Flute 4 ft or Gedeckt and Violina. Play both 
hands on the Sw. In the second brace play the fourth measure on the 
6t Gamba alone, and follow the other manual indications until the lower 
brace. While playing the lower brace on the Sw. with Gedeckt and 
Salicional (Piston No. 1), prepare Ch. Dulciana (open), and Ped. 
Bourdon only. At the rest at the end of the page, prepare Sw. Vox 
Humana, Voix Celeste, Flute 4 ft. and Tremolo. On the last page play 
the R. H. solo on the Sw. and the L. H. on the Ch. At the hold (R. H.) 
in the second brace, add Sw. to Sw. 16 ft Coupler (or Bourdon 16 ft). 
In the second measure of the lower brace, put off the Sw. to Sw. 16 ft 
Coupler (or Bourdon) and the Voix Celeste. Play the second measure 
on the Sw. (closed), the third measure on the Ch. (partly closed) and 
the fourth measure C!Il (closed) and Sw. with Vox Humana only. Play 
the last two measures on the Sw. feline. 

Alexandbe Guilmant, * First Offertoire on Christmas Hymns « 

The printed registration in the original edition and translation in the 
American reprint can be followed to a certain extent on this organ; but 
numerous details which are omitted will be of assistance to the student 

Prepare: Sw. 8 and 4 ft with Oboe (Piston No. 3) : Gt to Octave 
(Piston No. 3) : Ch. Melodia and Clarinet: Ped. Op. Diapason, Violone, 
Bourdon, Cello, and Credeckt (Gt Piston No. 3 brings on this combina- 
tion of Ped. stops) : Sw. and Gt to Ped. 

The first page and a half should be played on the Gt On the last 
half of the fourth measure of the middle brace of the second page, push 
Gt Piston No. 1. Two measures later play both hands on the Sw., and 
put off the Gt to Ped. Gradually close the swell. While holding the last 
chord before the double bar, push Sw. Piston No. 2 and put off the Gt 
Doppel Floete. Before beginning the Hymn put off the Sw. Diapason. 
Follow the printed manual indications except in the upper brace of the 
third page, where the melody in the L. H. is indicated to be played on 
the Sw. or Ch. Bassoon. As this organ does not contain that stop, the 
melody can be played on the Ch. (Melodia and Clarinet), which was used 
for the first presentation of the hymn, or it can be played on the Gt 
Gamba and Flute 4 ft, which was prepared on the previous page. At 
the second eighth-note, in the first measure of the fourth brace of this 
page, push Gt Piston No. 3 and add the Gt to Ped. Play on the Gt At 
the rest in the third measure, push Sw. Piston No. 3. As this Piston 
throws off the heavy Ped. stops, it is necessary to push Gt Piston No. 3 
to bring them on again, when returning to the Gt in the fifth measure. 
In the second measure at the top of the fourth page, during the rest in 
the B. H. part, put off the Clarinet and add the Flute d'Amour. This 
can be done by means of the Ch. piston No. 1; but that piston also throws 
off the heavy Ped. stops which are being used at the time; hence, it is 
advisable to put the stops off by the hand instead of by the piston. 

*Thl8 registration is intended specifically for the organ whose specification Is 
given on page 169 witli movable combinations snbstltnted for the Immovable 
combinations. 
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At tiie double bar the long sustained chord can be held with the R. H. 
alone by omitting the lowest note (F) , which is supplied by the Fed. This 
enables the player to prepare the next Sw. combination with the L. H. : 
yis.y Vox Humana, Gedeckt and Flute 4 ft At the rest, before the hymn 
(Adeste Fidelis), push Gt. Piston No. 1 and Fed. Fiston No. 1, put off 
all Couplers and put off the Gt. Gamba. Follow the manual indications. 
In alternating the figures of the L. H. between the Gt. and Ch. it may be 
necessary to use a different combination in the Gt. from that suggested. 
The printed indication is ^Doppel Floete and Gamba." The Gamba 
seems objectionable to me. I prefer Doppel Floete and Flute 4 ft unless 
the latter stop is too loud, when it must be omitted. In the last measure 
of the upper brace of the last page, the printed indication is for both 
hands on the Gt I venture to suggest Sw. for both hands as preferable. 
In the first measure of the fourth brace, I also suggest that the player 
put off the Vox Humana and continue on the Sw, instead of on the Gh. 
as printed. For the last two measures of the brace, the Fed. Bourdon 
and Gedeckt are necessary for the thane in the Fed. If the Gedeckt is 
not already on it should be put on. At the last measure of the fourth 
brace, prepare the Ch. for the R. H. phrase. Some organists prefer 
the Melodia and some prefer the Flute d'Amour. Either can be used. 



CHAPTER XXI 

REGISTRATION ON FOUR-MANUAL ORGANS 
(with fum^m&vable eombinationa) 

Many of the fundamental principlea of registration, which have been 
mentioned in the preceding diapters, in connection with small and 
medium-sized organs, are of equal force with four-manual organs. In 
addition, there are many details of registration which must be more or 
less magnified when a composition is played on a four-manual organ* 

As the large organs are generally located in large churches or halls, 
many soft and delicate effects of registration, which are distinctly audible 
and distinguishable in small auditoriums, are frequently of no avail in 
the large organs in large auditoriums. Therefore, it is, oftentimes, 
necessary to enlarge many of the combinations, in order to meet the 
conditions of the increased size of the auditoriums. Furthermore, one 
must consider the lack of approximate silence which generally prevails 
in large churches and halls, and also, the lack of intimacy, so to speak, 
between the source of the sound and the auditors. The last-named con- 
dition is frequently the cause of much of the proverbial lack of emotion, 
expression, and rhythm, with which organ music is often maligned. 

With four-manual organs, there is such a great variety of methods in 
registering any composition, according to the personal taste of the per- 
former, that it is impossible to indicate, even in several chapters, all 
the available combinations or the methods of obtaining the combinations. 
Nearly every organist who has occasion to play on a four-manual organ 
has long since passed the student period, and has developed his own 
individuality in registration. Generally, he needs no suggestions from 
another; and frequently, he considers such suggestions an intrusion if 
not a reflection. However, a work of this character would be far from 
complete without some suggestions for registration on large organs. 

The following suggestions are offered, to give the student an idea of 
registration on organs which are larger than the ordinary two and three- 
manual organs — to indicate how the principles of registration, which 
have been sketched in the foregoing chapters, are broadened and further 
developed as the organs increase in size. 

A few remarks relative to the voicing of the pipes of some of the stops 
in a large organ are here necessary. Theoretically, the pipes of many 
of the individual stops of a large organ ought to be voiced with relation 
to the size of the auditorium. This theoretical principle is generally 
carried out in the voicing of the pipes of the powerful stops. In most 
large organs, such stops as the Diapasons, Gross Flute, Gamba, Trumpet, 
and Trombone, are made of large scale and are voiced to produce a 
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strong tone, as should be the case. In some large organs the power and 
volume of tone which is prodneed by the pipes of the individual stops 
of medium power is, lilcewise, in keying with the size of the aaditoriam; 
and the necessary relative power of the stops which axe most used in 
combinations has been preserved. On the other hand, we occasionally 
find a foar-mannal organ in which the rdative power of many of the 
stops is out of balance — so to speak — and many beantifal effects are 
i mp os s ible, or axe extremely dilBciilt to obtain, on such an organ. 

In some large chnrehes or halls, the size of the anditorimn and tiie 
distanee b etwe e n 4fae origin of the sound and the ears of the auditors, 
cause such a diminution of tiie audible effect of certain combinations 
that it is necessary to add stops to the specific combinations, in order 
to produce the reqvdred effect. Under such conditions, an Oboe and Flute 
4 ft in the Sw. for a solo, with a Duldana in the Gh. for the acoompani- 
moit, may happen to be inadequate for the desired effect. In this event, 
it is advisable to add a Gomopean and iNwsibly a Voix Geleste in the Sw., 
and a Melodia or a Viol d'Amour in the Gh. Ordinarily, the addition of 
tiiese stops materially changes the tone-color of the combinations; never- 
theless, the musical effect to the auditor in the large auditorium, when 
these stops are added, is nearer the desired effect tiian if they were 
omitted. 

Again, a Stopped Diapason (Gededct) and a Violina with the Tremolo 
is effective for a certain passage, when it is played on a medium-sized 
organ in a medium-sized auditorium. This same combination on a 
large four-manual organ in a large churdi is frequently most ineffective. 
If one adds a Salidonal and a Flute 4 ft the effect of the combination 
is much improved. By adding the Salidonal the eis^t-f oot tone of tiie 
combination is made a little firmer, and by adding the Flute the four- 
foot tone of the combination is brightened. The effect of the whole 
combination (St Diapason, Salidonal, Flute 4 ft and Violina) in the 
large auditorium is soft and buoyant, as desired, and yet it is not too 
strong for the particular passage, as would be Ihe case on tiie smaller 
organ in the smaller auditorium. 

The f or^:oing r^narks relative to the voicing of some of the stops 
in large organs, which are, to a certain extent, critical, are inserted soldy 
for the purpose of explaining to the student the reasons for certain 
necessary changes of registration when compositioos are played in large 
auditoriums. 

There is another phase of the subject whidi is very interesting and 
more than compensates for the necessity of changing the combinations in 
the large auditoriums. The increased distance between the pipes and 
the auditors in large churches and halls, to which reference is made 
above, togetiier witii tiie increased reverberation and a slight edio (if 
these be not too great), exert an influence on the tone of many combina- 
tions whidi is oftentimes very pleasing and must not be underestimated. 
Many combinations of stops produce a more pleasing effect in the large 
auditoriums than in the small auditoriums, provided the relative power 
of the individuiU stops is stieh that the proper haJanee of tone^eolor is 
preserved in the eombinatUm. A loud four-foot stop combined with a 
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soft eight-foot stop which sounds unsatisfactory in a small auditorium 
does not sound any better in a large auditorium. Distance fails to ** lend 
enchantment " ta any combination which is inherently objectionable. 

Specification of a Four-Manual Organ 

77 Speaking Stops, 28 Couplers, 14 Pedal Movements, 
34 Adjustable Combination Pistons (non-movable) 

Great Organ, Fourteen Stops 



1. Double Diapason 16 ft. 


8. Gamba 


8 ft 


2. First Diapason 8 ft 


9. Harmonic Flute 


4 ft 


3. Second Diapason 8 ft. 


10. Octave 


4 ft 


4. Third Diapason 8 ft 


11. Twelfth 


2% ft 


5. Gross Flute 8 ft 


12. Fifteenth 


2 ft 


6. Doppel Floete 8 ft. 


13. Mixture 


IV Rks. 


7* Gemshom 8 ft 


14, Trumpet 


8 ft. 


SwETJ. Organ, Eighteen Stops 




15. Bourdon(trebleandbass)16 ft 


24. Octave 


4 ft 


16. Diapason Phonon 8 ft 


26. Flauto Traverse 


4 ft 


17. Spitz Floete 8 ft 

18. Viol d'Orchestre 8 ft 


26. Violina 


4 ft 


27. Flautino 


2 ft 


19. Voix Celeste 8 ft 


28. Dolce Comet 


III Rks. 


20. Hohl Floete 8 ft 


29. Contra Fagotto 


16 ft 


21. Gedeckt 8 ft 


30. Cornopean 


8 ft. 


22. Salicional 8 ft 


31. Oboe 


8 ft 


28. ^oline 8 ft 


32. Vox Humana 
Tremolo 


8 ft 


Choir Organ, Fourteen Stops 




38. Dulciana 16 ft 


41. Quintadena 

42. Flute d'Amour 


8 ft 


34. Diapason 8 ft 


4 ft 


35. Melodia 8 ft 


43. Fugara 


4 ft 


36. Gedeckt 8 ft 


44. Piccolo 


2 ft 


37. Flute Celeste 8 ft 


45. Clarinet 


8 ft 


38. Viol d'Amour 8 ft 


46. Physharmonica 


8 ft 


39. Dulciana 8 ft 


Tr^nolo 




40. Unda Maris 8 ft 






Solo Organ, Eight Stops (on a high pressure) 




47. Stentorphone 8 ft 


61. Flute Ouverte 


4 ft 


48. Philomela 8 ft 


52. Tuba Mirabilis 


8 ft 


49. Gross Gamba 8 ft 


53. Orchestral Oboe 


8 ft 


50. Gamba C61este 8 ft 


54. Chimes 
Tremolo 




Echo Organ, 


Seven Stops 




66. Echo Bourdon 16 ft 


69. Wald Floete 


4 ft. 


56. Lieblich Gedeckt 8 ft 


60. Vox Humana 


8 ft 


67. Muted Viol 8 ft 


61. Harp 




68. Viol Celeste 8 ft 


Tremolo 
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PiDAL Oboan, Foubteen Stops and Two Bobeowed Stops 



$2. Double Diapason 

63. Contra Bourdon 

64. First Diapason (wood) 

65. Second Diapason (metal) 

66. Violone 

67. Bourdon 

68. Lieblich Bourdon (from 

Sw.) 

69. Echo Bourdon (from 

Echo) 



32 ft 


70. Duldana 


16 ft 


32 ft. 


71. Octave 


8ft 


16 ft 


72. (Sedeckt 


8 ft 


16 ft 


78. GeUo 


8ft 


16 ft 


74. Quint 


10% ft 


16 ft 


75. Contra Trombone 


82 ft 




76. Trombone 


16 ft 


16 ft 


77. Trombe 


8ft 



16 ft 



Couplers, Thibtt-One 



Swell to 
Swell to 
Swell to 
SweUto 
Swell to 
Swell to 
Swell to 
SweUto 
SweUto 
Great to 
Great to 



Great Great to Pedal 

Great 16 ft Choir to Great 

Great 4ft Choir to Great 

SweU 16 ft Choir to Choir 

SweU 4 ft Choir to Pedal 

Choir Solo to Great 

Choir 4 ft Solo to Swell 

Pedal Solo to Choir 

Pedal 4 ft Solo to Pedal 

SweU Solo to Solo 

Solo Solo to Solo 



Solo on Echo off (or 
Echo on Solo off) 
16 ft Echo to Great 
4 ft Echo to SweU 
Echo to Choir 
Echo to Pedal 
Echo to Echo 16 ft 
Echo to Echo 4 ft 

Chimes to Pedal 
16 ft Chimes to Great 
4ft 



Adjustable Combination Pistons, Thibtt-Foub 

(noip-movable) 



Six and Release for Great and 

Pedal 
Eight and Release for SweU and 

Pedal 
Three and Release for Solo and 

Pedal 



Four and Release for Choir and 

Pedal 
Three and Release for Echo and 

Pedal 
Five and Release for Pedal 
Five and Release for Whole Orsran 
General Release 



Pedal Movebients and Combination Pedals, Thibteen 

(Fixed eomhinatums) 



Sforzando — FuU Organ with aU 

Couplers 
FF Great and Pedal 
F Great and Pedal 
FF SweU and Pedal 
F SweU and Pedal 
F Pedal 
P Pedal 



Great to Pedal (Reveitdble) 
Grand Crescendo (FuU Organ with- 
out Tuba and Octave Couplers) 
Creneral Release for all Pedals 
Crescendo Pedal for SweU 
Crescendo Pedal for Choir 
Crescendo Pedal for Solo and Echo 



In this organ the Combination Pedals are presumed to be non- 
adjustable and are presumed to bring on the foUowing combinations: — 



FF Gt FuU Gt with aU Ped. stops except the reeds (Nos. 75-77). 
F Gt Gt. to Octave (stops Nos. 1-10) with Ped. stiopa Nos. 64-67, 72 

and 73. 
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FF Sw. FoU Sw. with Fed. stops Nos. 66, 67, 70 and 72. 

F Sw. 8 and 4 ft. with Oboe (stops Nos. 16-18, 21-26 and 81) with 

Fed. stops Nos. 67 and 72. 
F P^. FnUPed. 
P Ped. Bourdon and Gedeekt (Nos. 67 and 72). 

The Combination Pistons are adjustable for any ocmeelvable combina^ 
tion of stops. For our present purpose they should be adjusted as 
follows : — 

Stops Nos. 6 and 9 with Ped. Bourdon (67). 

Stops Nos. 5-9 with Ped. stops Nos. 67 and 72. 

Stops Nos. 3-9, with Ped. stops Nos. 66, 67, 72 and 73. 

Stops Nos. 1-7, and 9, with Ped. stops Nos. 63-67, 72 

and 73. 
Stops Nos. 3-6, 9 and 14, with Ped. stops Nos. 66, 67, 

72 and 73. 
FuU to Fifteenth (stops Nos. 1-12) with Ped. stops Nos. 

63-67, 70-73. 
Credeekt and Salicional (stops Nos. 21 and 22). 
Gedeekt, Salicional, Flute 4 ft. and Violina (stops Nos. 21, 

22, 25 and 26) , with Ped. stop No. 67. 
8 and 4 ft. stops without reeds (stops Nos. 16-18, 20-22, 25 

and 26) , with Ped. stops Nos. 67 and 72. 
Special combination to be adjusted when desired. 
Full to 2 ft. without reeds (stops Nos. 15-18, 20-27), with 

Ped. stops Nos. 66, 67, 70 and 72. 
Reeds (stops Nos. 30 and 31), and stops Nos. 18, 20-23, 25 

and 26, with Ped. stops Nos. 66, 67, 70 and 72. 
Full without Contra Fagotto and Mixture (stops Nos. 15- 

18, 20-27, 30 and 31), with Ped. stops Nos. 66, 67, 70 

and 72. 
Sw. No. 8. Full Sw. and Sw. to Sw. 16 and 4 ft. Couplers, with Ped. 

stops Nos. 66, 67, 70, 72 and 73. 
Stops Nos. 35 and 42. 

Stops Nos. 35, 36, 39, 42 with Ped. stop No. 67. 
Stops Nos. 34-36, 38, 39, 42 and 43, with Ped. stops Nos. 

67 and 72. 
Stops Nos. 33-36, 88-44, with Ped. stops Nos. 66, 67, 70 and 72. 
Stops Nos. 48 and 51. 
Stops Nos. 47-49, 51 and 52. 
Stops Nos. 47-49, 51 and 52 with So. to So. 16 and 4 ft 

and Gt. to So. Couplers. 
Stops Nos. 57 and 58 with Ped. Echo Bourdon (69). 
Stops Nos. 56 and 60, with Ped. Echo Bourdon (69). 
Stops Nos. 59 and 60, with Ped. Echo Bourdon (69). 
Stops Nos. 66, 67 and 70. 
St€i>s Nos. 64, 67, 70 and 72. 
Stops Nos. 64-67, 70 and 72. 



Gt. 


No.l. 


Gt 


No. 2. 


Gt 


No. 3. 


Gt 


No. 4. 


Gt 


No. 5. 


Gt 


No. 6. 


Sw. 


No. 1. 


Sw. 


No. 2. 


Sw. 


No. 3. 


Sw. 


No. 4. 


Sw. 


No. 5. 


Sw. 


No. 6. 


Sw. 


No. 7. 



Ch. 


No. 1. 


Ch. 


No. 2. 


Ch. 


No. 3. 


Ch. 


No. 4. 


So. 


No.l. 


So. 


No. 2. 


So. 


No. 3. 


Echo No. 1. 


Echo No. 2. 


Echo No. 8. 


Ped. 


No.l. 


Ped. 


No. 2. 


Ped. 


No. 8. 
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Ped. No. 4. Stops Nos. 63-67, 70 and 72. 

Fed. Na5. Full without reeds (stops Nos. 62-74). 

Whole Organ No. 1. Diapasons and Flutes; stops Nos. 1-6, 9, 16-17, 20, 

21, 25, 35, 36, 42, 47, 48, 51, 62-67, 70-73 vnth 
Couplers, So., Gt., Sw., and Ch. to Fed.; So., 
Sw., and Ch. to Gt; Sw. and Ch. to Gt 16 ft. 

Waole Organ No. 2. The combinations of " F Gt," and " F Fed.'' (see 

above) with Sw. to Gt, Sw. and Gt to Fed. 

Whole Organ No. 8. The combinations of ** F Gt," ** FF Sw.," " F So." 

and « F Ped." with Sw. to Gt, So. to Gt, Sw. 
to Gt 16 and 4 ft, Gt, So. and Sw. to Fed. 

Whole Organ No. 4. To be adjusted for any special composition. 

Whole Organ No. 5. To be adjusted for any special composition. 

Seven Obgan Cobifositions fob which RBOisntATibN is Suggestq) fob 

THE Above Foub-Manual Obgan 

Homer N. Bartlett Toccata in E 

F. de la Tombelle Marche Pontificate 

M. E. Bossi Scherzo in G-minor 

Josef Rheinberger Vision in D-flat 

Louis Thiele Concert Satz in E-flat minor 

W. T. Best Pastorale in G. 

Alfred HoUins Concert Rondo 

HoBfEB N. Babtlett, * Toccata in E 

Prepare: Gt. F Combination Pedal (to Octave); Sw. Draw Voiz 
Celeste and Gedeckt, and put on FF Sw. (Full Sw.) Combination Pedal; 
Ch. Draw Melodia and Credeckt, and Piston No. 2 (swell open) ; So. 
Stentorphone, Philomela, Gross Gamba and Flute Ouverte 4 ft 
(swell slightly open); Echo, Vox Humana and Lieblich Gedeckt; Fed. 
Bourdon; Sw. to Gt. and Gt. to Ped. 

As the combination movements of this organ do not move the draw- 
stopEi, the small combinations of stops on the Sw., Ch. and Fed., which 
are required in the middle section of the composition, can be prepared 
at the outset When the combination movements are released, the draw- 
stops remain as prepared. 

Play the first two pages with the organ as prepared. Beginning with 
the Sw. sweU closed, the crescendi and diminuendi can be made by means 
of the swell pedal. On page 4, the changes which are indicated require 
no change of stops, except to put off the Gt to Ped. On some organs 
it is unnecessary to put off the Gt. to Ped. at this point, as the next 
three Ped. notes are with chords (L. H.) on the Gt In the third brace, 
draw the Gt to Fed. again (if it has been previously put off). At the 
top of page 5, put off the Gt to Ped. The short Ped. notes generally 
sound all right with the Ped. combination which is included in the F Gt 
Combination PedaL If these Ped. stops are too loud, one can put off 

. *Thl0 reglstratloii Is Intended spedflcally for the organ whose epeeiflcatlon Is 
Siven on page 216. 
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the F Gt. Combination Pedal, thus leaving only the Fed. stops which are 
indnded in the FF Sw. Ck)mbination PedaL If the F Gt. Pedal is put 
off» it must be put on again at the second measure of the third brace 
(page 5). At the bottom of page 6, where the Full Organ is indicated, 
open the Grand Crescendo full. 

On page 7, the single half-note chords, which are indicated for the 
Sw., are effective if played on the Solo (as prepared). For the last 
three measures of page 7 C* Sw. or ChJ*), push General Release, Ped. 
Release, and Ch. Piston No. 1. While playing the three measures on 
the Ch., put off the Gt. to Ped. (foot) . At the top of page 8, push Whole 
Organ Piston No. 1. At the return of the first theme (last measure of 
the upper brace), push Whole Organ Piston No. 2, which gives F Gt. 
and Full Sw. At the first measure of the third brace on page 9, open 
the Grand Crescendo full. No other changes except the use of the swell 
pedal are necessary until the Trio is reached. 

While holding the chord before the double bar, push the Creneral Re- 
lease and the Ped. Release. This releases all the combination movements 
except the Grand Crescendo. The draw-stops which were prepared at the 
outset give the necessary combinations for the following phrases; viz., 
Sw. Voix Celeste and Credeckt; Echo, Vox Humana and Lieblich 
Gedeckt; Ch. Melodia and Gedeckt; Ped. Bourdon. Before playing the 
Trio, close the Grand Crescendo. While playing the first eight meas- 
ures of the Trio on the Sw., the Gt. to Ped. can be put off by the foot 
The second eight measures of the Trio can be played on the Echo. The 
third eight measures (indicated ^Mf'O can be played on the Sw. 
(partly open). The fourth eight measures (indicated ^Voz Hu- 
mana PPP ") can be played on the Echo, after putting off the (xedeckt 
(ad lib,). This antiphonal effect between the Sw. Voix Celeste and the 
Echo Vox Humana is generally pleasing. If it is not to the taste of 
the performer, the whole thirty-two measures can be played on the 
Sw., varjing tiiie combination for each period of eight measures. 

At the top of page 12, the two measures reminiscent of the first theme 
should be played on the Sw., after putting on the F Sw. Combination 
Pedal (8 and 4 ft. with Oboe). The next eight measures of the Trio 
theme should be played on the Echo. The next two measures, reminis- 
cent of the first theme, are indicated for a solo stop (R. H.). This 
phrase is effective if the R. H. is played on the Ch. and the L. H. on 
the Sw. It may be necessary to put off the F Sw. Pedal and put on Sw. 
Piston No. 2. Another eight measures of the Trio theme on the Echo 
are followed by four measures (Lento) modulating for the return of the 
first theme. These four measures can be played on the Ch. (as indi- 
cated). Just before beginning the Tempo 1, push Whole Organ 
Piston Na 1. This gives the Diapasons and Flutes of the Gt., Sw., Ch. 
and Ped., with the necessary couplers. Four measures later, at the 
return of the original key (E), push Whole Organ Piston No. 3, which 
g^ves a good combination for the next two pages. At the bottom of 
page 14 (indicated *^ FF '') , open the Grand Crescendo full. For the 
last two braces (^ Finale '0 » use the Sf z. 

It is obvious l^at an endless number of variations of this registra- 
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lion are possible on sueh an organ. To attempt to indicate many of 
these would be confusing to the student, therefore I will only call atten- 
tion to a variation in the method ot registering a composition on such 
an organ. Some organists, when about to play a composition on an organ 
of this character, adjust nearly every important change of stops on the 
combination pistons. This is certainly convenient after ike pistone have 
been fidjuated, but if this method is followed for every composition of 
a program, the delay between the compositions, while the organist is 
a4jiisting the several pistons, becomes annoying to the audience after 
two or three such delays. If all the pistons are adjusted to useful 
combinations before beginning a program, most of the registration of 
the whole program can be easily done without further adjustment. 
If, however, some special changes of stops are too complicated to be 
made easily, within the time allowed by the rests in the composition, those 
changes can be adjusted on pistons before beginning the composition. 
In considering the registration suggested above, it must be remem- 
bered that in this organ all combination movements are supposed to be 
of the non-movable type, having no effect on the draw-stops. Several 
changes in the method of obtaining the smaller combinations of the Trio 
would be necessary if the combination movements were of the movable 
type. 

F. DB LA TOMBELLE, * MaBCHB PoNTIFIGALB 

Prepare: Gt. Second Diapason, Gross Flute and F Gt. Combination 
Pedal; Sw. Oboe, Voix Celeste and Gedeckt, with Piston No. 6; Ch. 
Piston No. 2; So. Philomela, and Flute Ouverte 4 ft.; Ped. Violone, 
Duldana, Bourdon and Gededct; Sw. to Gt., Gt. and Ch. to Ped. 

Play the first sixteen measures on the Gt. (F), or, if the performer 
prefers, the Grand Crescendo full can be used, as the printed indication 
is "FF." The subsidiary theme of twelve measures which follows 
should be played on the Sw. reeds as prepared. For the return of the 
first theme (twelve measures), use Grand Cresc. open fulL For the 
second subsidiary theme (D-minor), close the Grand Cresc, put off the 
F Gt., the Gt. to Ped., and play on tiie Ch. (as indicated). After twelve 
measures of this theme, add Gt. to Ped., and play on tiiie Gt. For the 
long crescendo to FF, use the Crrand Cresc. (gradually) to full for the 
return of the first theme (FF). 

For the middle section (" Cantando ") ^ put off all the combination 
movements by means of the 00 and the Pedal Release. The Sw. com- 
bination prepared at the outset is effective for the R. H. part of this 
section. The L. H. part, which is rhythmic rather than melodic, ought 
to stand out quite prominently. If this is played on the So., it is gen- 
erally effective. If, however, the So. combination is unsatisfactory, 
one can play this L. H. part on the Gt. as prepared at the outset. After 
sixteen measures of this theme, the L. H. part becomes harmonic, and 
should be played on the same manual as the R. H. After four measures, 

*Thia registration is intended specifically for the organ whose specification la 
given on page 216. 
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the repetition of the theme should be played on the Gh. as indicated. 
The rhythmic figure in the Ped. should be prominent. For this purpose, 
choose one of the following three additions; viz., Ped. Octave, So. to Ped., 
or Gt. to Ped. After eight measures of this theme, add FF Sw. After 
four more measures, add the Gt. to Ped. (if it is not already on) , and 
play on the Gt. After four measures, add Whole Organ Piston No. 1. 
After four measures, add Whole Organ Piston No. 2, and gradually open 
the Sw. swell and i^e Grand Gresc At the return of the first theme 
(FF), have the Grand Gresc open full. For the last five measures, use 
the Sfz. 

For a variation of this registration, the middle section can be played 
on the Sw. with the So. to Sw. and So. Gamba added to the combination 
mentioned at the outset, in which case the rhythmic figure in the L. H. 
must be played on the Gt. 

M. E. Bossi, * Scherzo in Ct-Minob 

Prepare: Gt. Gross Flute, Doppd Floete and Flute 4 ft; Sw. Oboe, 
Voix Celeste, and FF Sw. Combination Pedal; Ch. Melodia, Gedeckt and 
Flute d'Amour; So. Philomela; Ped. Bourdon and Gedeckt; No couplers. 

Play the first page on the Sw. (closed). In the last measure of the 
upper brace of the second page, and in the three succeeding measures, 
play the L. H. broken octaves on the Gt., and the rest of the notes on 
the Sw. Before the last two sixteenth-notes in the third measure of the 
middle brace, open the Grand Cresc. a little less tiian one^half (which 
generally includes one or two of the Diapasons, etc.), and play on the 
Gt. Also add the Gt. to Ped. At the top of page 3, open the Grand 
Cresc. a little more (to include Full Sw. and Gt. Octave). At the 
measure indicated ''FF,'' open the Grand Cresc full, and play five 
measures. At the rests previous to the return of the first thane, dose 
the Grand Crescenda Play on the Sw. (closed), as at first. In the 
next to the last measure in the upper brace of page 4, and in the three 
succeeding measures in the middle brace, the single B-fiats in the L. H. 
part are indicated for the Gt. They are like horn notes, and are gen- 
erally effective when played on the three stops which were prepared on 
the Gt. If this combination is not loud enough, the Third Diapason 
should be included at the outset. 

For the second theme, beginning in the last measure of the middle 
brace (page 4) , release all combinations by means of the Pedal Release 
and the Creneral Release, add the Vox Humana in the Sw., and play both 
hands on the Sw. (Oboe, Voix C61este and Vox Humana). The stac- 
cato broken octaves in the R. H. should be played on the So. This al- 
ternation of the R. H. part between the Sw. and the So. should con- 
tinue until the third measure of the middle brace of page 6, when Whole 
Organ Piston No. 1 should be pressed. Play both hands on the Gt. for 
four measures. Add Whole Organ Piston No. 2, and continue on the 
Gt. Gradually open the Sw. sweU until the fifth measure of the middle 

* This registratioii Is Intended specifically for the organ whose specification is 
given on page 215. 
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brace of page 6. At this point, open the Grand Gresoendo fnlL At tiie 
last count of the first measure of the middle brace of page 7, dose the 
Grand Crescenda At the last count of the third measure of this brace, 
push Whole Organ Piston No. 1. One measure later, push the General 
Release. Continue both hands on the Gt. until the second measure of 
the lower brace (dim. sempre). Play the R. H. on the Gh., and, 
during the rests (L. H.), put off the Sw. Vox Humana and add the 
Cornopean. The three sustained notes in the L. H. are effective when 
played on this combination in the Sw., the R. H. remaining on the Ch. 
If the Gt. to Ped. is on, it should be put off before the following Ped. 
note. During the rests, while the B-flat is sustained in the Ped., push 
Sw. 3. Play both hands on the Sw. for two measures. Put off the 
Cornopean, Oboe and Voix Celeste. Continue on the Sw. and push suc- 
cessively Sw. Nos. 2 and 1. 

At the rests, before the return of the first theme (Tempo 1^), put on 
FF Sw. Play both hands on the Sw. (dosed). At the top of page 9, 
the L. H. part can be played on the Gt. (ad lib.), with the R. H. on the 
Sw. (if the original combination on the Gt. has been changed, it should 
be returned during previous rests). At the last measure of the upper 
brace of page 9, and in the five succeeding measures, the broken octaves 
in the L. H. should be played on the Gt. and all the other notes on the 
Sw. At the last two notes of the middle brace, push Whole Organ Piston 
Na 1, and play both hands on the Gt. Gradually open the Grand Cres- 
cendo to full at the FF (middle brace of page 10) . For the last measure 
of the middle brace, close the Grand Crescendo. Play the first two 
measures of the lower brace on the Ch. (with a ritard). During these 
two measures, push General Release and Pedal Release, and prepare Sw. 
Oboe, Vox Humana and Voix Cdeste. For the next two braces of the 
second theme, play, as previously, all on the Sw., except the broken 
octaves in the R. H., which should be played on the Sa At the fourth 
measure of the middle brace of page 11, a gradual but somewhat rapid 
crescendo to Full Organ begins. To obtain this crescendo, open the 
Grand Crescendo about one-third, play the R. H. on the Gt., and the 
L. H. on the Sw., for two measures. As the staccato notes in the R. H. 
cease, play both hands on the Gt. and gradually open the Grand Cres- 
cendo to full for the FF. The last four measures (Maeatoao) can be 
played with the Sfz. 

Josef Rheinbebger, * Vision in D-Flat 

Prepare: Gt. No stops; Sw. Credeckt, Salicional, Flute 4 ft. and 
Violina; Ech. Lieblich Gedeckt and Vox Humana; Ped. Ech. Bourdon; 
Sw. to Gt. and Ech. to Ped. 

The first ten measures of this composition are indicated ^ PP," the 
next four measures '<FF,'' the next eight ''PP," and the following 
measures ** FF." It seems to me that this contrast between ptdnisstmo 
and fartiaaimo is not pleasing. I have always preferred a forte com- 

•TblB regtetratloii to Intended specifically for the organ whose spedficatton to 
given on page 216. 
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bination of Diapasons and Flutes instead of the fartisahno which is 
indicated. 

I suggest that one play the first ten measures on the Echo. By add- 
ing Whole Organ Piston No. 1, during the rest (Ped.) of the tenth 
meastirey a good Diapason and Flute combination on the Gt, Sw. and 
Ped. is obtained for the following four measures. If the So. Stentor- 
phone is too loud for this combination^ the So. to Gt. Coupler can be 
taken off of the combination, at the outset, by means of the combination 
adjuster. (Note: If the couplers cannot be adjusted on the combination 
pistons, as is the case in some organs, the Gt. to Ped. should be drawn 
at the outset, and left on all through the composition. As no stops on 
the Gt. are drawn, this coupler does not cause any inconvenience during 
the PP phrases, which are played on the Echo.) 

At the rest (L. H.) in the fourteenth measure, push 00 and play on 
the Ech. For measure 23, push Whole Organ Piston No. 1. During the 
next eight measures, the Grand Gresc. can be slowly opened about on^ 
third, and closed again, which will give a slight crescendo and dimin- 
uendo. At any one of the L. H. rests in this phrase, draw the Ech. 
Wald Floete. At the rest (L. H.) in measure 38, push 00, and play on the 
Ech. At measure 43, push Whole Organ Piston No. 1, and play on the Gt. 
At the second coimt of measure 46, push 00, and play on the Ech. At meas- 
xure 49, put off the Ech. Wald Floete. At the rest (L. H.) in measure 51, 
push Sw. 8, and play on the Sw. At the last count of the following 
measure, push Sw. 0, and play on the Ech. On the A-natural in meas- 
ure 55, add the Unda Maris. During the rests (R. H.) in measure 59, 
put off the Vox Humana. At the rest in measure 64, put off the 
Lieblich Gedeckt, thus leaving the Unda Maris alone. For the last two 
measures use the Muted Viol. 

The above registration is planned for antiphonal effects between the 
Ech. Vox Humana and the Diapasons and Flutes of the main organ. 
A somewhat similar ^ect, though not antiphonal, can be secured 
by drawing at the outset the Sw. Vox Humana and Gedeckt, Ped. Bour- 
don, and Sw. to Ped., and adjusting on one of the Gt pistons the Dia- 
pasons and Flutes of the Gt. and Ped., without any Sw. stops or the 
Sw. to Gt. Coupler. All the phrases indicated above for the Ech. can 
then be played on the Sw., and the Gt. can be used as indicated. 

Louis Thiele^ * Concert Satz in E-Flat Minor 

Prepare: Gt Piston No. 4; Sw. Piston No. 7 (closed) ; So. Full ex- 
cept reeds; Ped. Piston No. 4; Sw. and So. to Gt, Sw. and Gt to Ped. 

Play the first page with both hands on the Gt At the rests in the 
last measure of the upper brace of page 4, add FF Sw. In the second 
brace play the fourth, fifth and sixth measures on the Sw. Return to 
the Gt in the last measure of the brace, the L. H. on the first count, 
and the R. H. on the second count At the next to the last measure on 

*Thi8 registration is intended specifically for tbe organ whose specification is 
jgiyen on page 215. 
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page 5, add F Gt. In the sixth measure of the upper brace on page 6, 
open the Sw. swelL Open the Grand Crescendo full at the last 
measure. At the rests in the next to the last measure of the second 
brace, dose the Grand Grescenda At the fifth measure of the lower 
brace on page 8, open the Grand Crescendo f ulL At the rests in the 
fourth measure of the upper brace of page 9, dose the Grand Crescendo. 
In the second brace, play the three measures on the Sw. as indicated. 
Return to the Gt. at the fourth measure. In the lower brace of page 10, 
where the key changes to E-flat major, add Whole Organ Piston No. 8. 
On page 11, at the fifth measure (pm animato), open the Grand Cres- 
cendo three-quarters. At the fourth measure of the tliird brace, open 
the Grand Crescendo full. Put on the Sf z at the A-flat in the Ped. 
of the next to the last measure of the composition. On some organs the 
Sf z can be used for the last nine measures, but the Tuba is occasionally 
too loud for the triple trilL 

As this composition is planned for massive ^ects, there is little or no 
opportunity to use combinations of distinctive color. The use of the 
larger combinations and Full Organ can be varied but a little. 

W. T. Best, * Pastorale in G 

Prepare: Gt. Gross Flute, Doppel Floete and Flute 4 ft; Sw. Oboe 
and Flute 4 ft Adjust Sw. Piston No. 4 as follows: Bourdon, Gedeckt, 
Flute 4 ft, Flautino and Tremolo; Ch. Viol d'Amour and Duldana 
(open) ; Ped. Bourdon and Gedeckt; Sw. to Gt and Gt. to Ped. 

Play the first eight measures with both hands on the Sw. Put off 
the Oboe, and play both hands on the Gt for twelve measures. Add 
the Voix Celeste, and play both hands on the Sw. for eight measures. 
Play the next two measures on the Ch. Put off the Voix Celeste, add 
Sw. 2, and play both hands on the Sw. for eight measures (second page) . 
Play the next seven measures (to the double bar) on ttke Gt Push 
Whole Organ Piston No. 2, and play both hands on the Gt until the three 
meastires rest at the bottom of the third page. During this rest push 
the Creneral Release, put off the Gross Flute and Flute 4 ft in the Gt, and 
open the Grand Crescendo fulL Play three measures on the Gt Close the 
Grand Crescendo, and push Sw. Piston No. 4. Play five measures on the 
Sw. Push the Sw. Release, add the Voix C61este, and play two measures on 
the Sw. Play two measures on the Ch. Open the Grand Crescendo fuU, 
and play three measures on the Gt At the rests, close the Grand Cres- 
cendo, put off the Voix C^este, and pusb Sw. Piston No. 4. Play five 
measures on the Sw. At the last note on the fourth page (indicated 
'' Ch. Voix C^este^), push Sw. Rdease, add Voix Celeste, and play two 
measures on the Sw. Play two measures on the Ch., two measures on 
the Gt, and two measures on the Ch. Play six measures on the Sw., and 
one measure on the Ch. Play one measure on the Sw. with the Oboe 
alone, and two measures on the Sw. with Gedeckt and Tremolo. While 

*Thls registration Ui intended Bpeciflcally for the organ whose specification Is 
giyen on page 215. 
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holding this sustained chord, prepare Gt. Gross Flute, Doppel Floete and 
Flute 4 ft, as at first. 

At the return of the first theme (A Tempo), use Sw. Oboe and Flute 
(as at first) for eight measures. Play the next fourteen measures on 
the Gt. At the rest in the last measure of the middle brace, on the 
sixth page, push Sw. 2 and continue on the Gt. for four measures. Play 
four measures on the Sw. The first six measures of the last page 
should be played on the Gt. Push Sw. Release during the rests in the 
L. H. Play the L. H. figure of the next three measures on the Sw. 
(Oboe and Flute 4 ft). Put off the Gt to Ped. and Ped. Gedeckt 
Continue the L. H. melody on the Sw., and play the R. H. on the Gh. 
If the Viol d'Amour is too loud with the swell closed, use only the 
Dulciana with the swell partly open. As an eight-foot stop is indicated 
for the next few Ped. notes, play them 8va on the Bourdon, which 
gives the same effect At the sixth measure from the end, play both 
hands on the Sw. with Salicional only. The last two staccato chords 
are indicated for the Oboe. This stop can be added, or the chords can 
be played on the Salicional, according to taste. The last two Ped. notes 
are indicated ** 16 ft" The Bourdon (loco) is satisfactory. 

Alfred Hollins, * Goncert Rondo 

Prepare: Gt Gross Flute and Piston No. 1; Sw. Piston No. 3 and F 
Sw. Comb. Pedal (open) ; Ch. Melodia, Credeckt, Flute 4 ft and Clarinet 
(open); So. Philomela, Orchestral Oboe and Flute Ouverte 4 ft; Ped. 
First Diapason, Bourdon and Credeckt; Sw. to Gt and Sw. to Ped.; 
Grand Crescendo open f ulL 

Play the first eight measures on the Gt Close the Grand Crescendo, 
and play nine measures on the Sw. For the first theme (second page), 
the solo is indicated ^ dL Flutes and Clarinet," which was prepared at 
the outset For the L. H. accompaniment on the Sw., 8 and 4 ft. without 
Oboe (Sw. 3 after F Sw. Pedal has been put off) is generally satisfac- 
tory. If the Clarinet combination of the Ch. is somewhat loud, even 
with the Ch. swell closed, the F Sw. Pedal can be left on, thus adding 
the Oboe to the other combination. The staccato Ped. notes on this page 
are sometimes a problem. The Ped. First Diapason (wood) is frequently 
too ponderous, even if the notes are played very staccato, and the 
Second Diapason (metal) is out of the question. Sometimes the Ped. 
Octave (frequently called '' Flute ") can be used with the Bourdon and 
Gedeckt for these notes. OccasionaUy the Gt to Ped., with the Doppel 
Floete drawn on the Gt, added to the Bourdon and Credeckt, is a satis- 
factory combination. 

At the rest in the L. H., in the second measure at the bottom of page 2, 
push Gt Piston No. 3, play the L. H. chord on the Gt, and put on the 
Gt to Ped. (foot). In the next measure, the R. H. should also play on 
the Gt At the rest in the last measure of the third brace of page 3, 
push Gt Piston No. 1, and add Sw. Cornopean. The following six 

*Thls registration Is Intended specifically for the organ whose specification Ui 
given on page 215. 
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manual changeSy which are indicated ''III" and ''I" (Sw. and Gh.)» 
can be followed^ after the Clarinet has been put off. There is a little 
more decided character in the Flutes (8 and 4 ft.) on the Gt. than in the 
corresponding stops on the Oh., hence I suggest the substitution of Gt; 
for Oh. (after the Sw. to Gt. Coupler has been put off) for these six 
changes. The Ped. First Diapason (or the Gt. to Fed., if it is on) must be 
put off before the short Fed. notes are played. At the fifth measure of the 
second brace of page 4, with the R. H. on the Sw., the L. H. can draw the 
Clarinet (if it has been put off) . The next eight measures of the L. H. 
are indicated for the Ch. A little variety is obtained by playing this 
L. H. passage on the So. as prepared at tbe outset. At the rest in the 
second measure at the bottom of page 4, push Gt. 3, add FF Sw. 
(pedal) 9 and Sw. to Gt. Play the L. H. on the Gt. and the R. H. on the 
Sw. for the following four measures. Play four measures on the Sw. 
At the end of the upper brace of page 5, add F Gt^ (pedal) and Gt. to 
Fed. Play the balance of the page with both hands on the Gt. At the 
rest at the end of the page, the Pedal Release throws off both combina^ 
tion pedals at once, leaving on Gt. Piston No. 3 for the next page. Play 
both hands on the Gt. At the third measure of the third brace on page 6, 
push Gt. Piston No. 2, and add Sw. Oboe (if it is not already on). Play 
both hands on the Sw. Put off the Gt. to Fed. (foot) during Ihe rests 
in the Fed. part. At the rest in the second measure at the bottom of 
the page, push Gt. 8, draw Gt. to Fed. (foot), and play both hands on 
the Gt. for six measures. Play two measures on the Sw. and two meas- 
ures on the Gt. Push Sw. Piston No. 3, put off the Gt. to Fed., and 
play two measures on the Sw. to the holds. 

The next passage is a return of the first theme. This can be played 
as at first, or, for the sake of a little variety, one can add the So. to Ch. 
coupler, the Fed. First Diapason, and open the Sw. swell. These addi- 
tions make the solo and accompaniment a little stronger than at first. 
Play the R. H. solo on the Ch. and the L. H. accompaniment on the Sw. 
In the last measure at the top of page 8, add F Gt. (pedal) and the Gt. 
to Fed. At the beginning of the second brace, play both hands on the 
Gt. as far as the double bar at the top of page 9. 

Before playing the following middle section (in E-fiat), release all 
combinations by the Pedal Release and the General Release (00) ; put 
off Sw. to Gt., Sw. and Gt. to Ped. and Fed. First Diapason; and draw 
Sw. Vox Humana, Voix Celeste, and Oboe. Flay both hands on the Sw. 
(closed). At the rest at the end of page 9, prepare Gt Doppel Floete 
only. On page 10, play the R. H. obligate on the Gt. and the L. H. 
chords on the Sw. The Flauto Traverse 4 ft. can be added to the Sw. 
combination if desired. For the last two measures of the page, add 
Sw. Piston No. 2, and play both hands on the Sw. as indicated. For the 
diminuendo at the top of page 11, put off the Oboe and Vox Humana 
during the rest (L. H.). At the rests during the ritard, in the first 
measure of the second brace, draw Sw. to Gt. and Sw. to Fed. Before 
playing the second measure, push Gt 3, and put on FF Sw. (pedal). 
Flay the R. H. on the Gt. and the L. H. on the Sw. In the third brace, 
draw the Gt to Fed., and play both hands on the Gt. At the last 
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measure of the brace (aempre Cresc), add F Gt. (pedal). In the third 
brace of page 12, gradually open the Sw. swell. In the lower brace 
gradually open the Grand Crescendo to full on the last chord. While 
holding this chord, release F Gt. pedal, put off Gt. to Fed., and close 
the Sw. swelL After the chord, close the Grand Crescendo, put on So. 
Piston No. 3 and Gt to So. Coupler. At the top of page 13, play the 
R. H. on the Gt. (Piston No. 3 being on) and the L. H. on the Sw. 
(FF Sw.). At the fourth measure of the second brace, push Whole 
Organ Piston No. 2 and play both hands on the Gt. Gradually open 
all the swells. At the top of page 14, put on FF Gt. (pedal) , and play 
R. H. on the Gt. and L. H. on the So. In the middle brace (second meas- 
ure), play both hands on the Gt. In the lower brace and at the top of 
the last page, alternate between the So. C'lV") and the Gt C'll"), 
as indicated. At the third measure of the middle brace (last page), 
put on the Sfz. 

In playing a composition of the character of this Rondo on various 
four-manual organs, even if each organ has about the same specification 
as the organ which we are now considering, quite a number of modifica- 
tions of tiie indicated registration are often necessary, in order to obtain 
the intended effects. As I have stated several times in previous chap- 
ters, these modifications are due partly to the voicing of the different 
organs, and partly to the effect on the tone of the organs which is 
caused by a difference of location. For example, the combination which 
I have suggested for the R. H. solo, on the second page of this compo- 
sition (Ch. Melodia, Gedeckt, Flute 4 ft and Clarinet, with the Ch. 
swell open), varies in power on different organs. On one organ it may 
be necessary to have the Ch. swell open wide. On another organ it may 
be necessary to have the swell nearly closed. In addition, the necessary 
power for the L. H. accompaniment cannot always be obtained by the 
combination suggested (Sw. 8 and 4 ft. without reeds). If the Oboe is 
added and the swell opened slightly, the balance of power between the 
solo and accompaniment may be satisfactory on one organ, while on 
another organ it is necessary to omit the Oboe and have the swell 
closed entirely. The composer has indicated the Sw. to Ch. coupler in 
addition to the stops in the Ch. for the solo. This coupler strengthens 
the combination of the solo and insures a balance of power between the 
combinations of the solo and the accompaniment, but it modifies the 
tone-quality of the solo combination, and reduces the contrast between 
the solo and the accompaniment combinations. 

Later in the composition, I have suggested the addition of the So. 
to Ch. coupler, which adds the Philomela, Orchestral Oboe and Flute 
4 ft. (prepared at the outset). On some organs these stops are too 
loud to be added to the Ch. combination, even if the So. swell is closed. 
Either the Philomela or the Flute 4 ft. can be omitted. Various other 
modifications of the registration may be necessary, but from the above 
suggestions the student can get an idea of how the modifications are 
effected to meet the conditions. 



CHAPTER XXn 

REGISTRATION ON FOUR-MANUAL ORGANS 
(with movable combinations) 

Thb organ whose specification was given on page 215 had 
tion pistons and pedals of the non-movable type. If an organ with 
exactly the same list of stops and coaplers has combination pistons of 
the movable type, quite a different method of procedure is necessary in 
order to obtain the specified effects in the registration of various organ 
compositions. To illustrate this difference of procedure, we will consider 
an organ with the following si>ecifications: — 

Specification of a Four-Manual Organ, No. 2 

All the speaking stops and couplers to be the same as those gives la 
the preceding specification (page 215). 

Adjustable Cobcbination Pistons, Thirty-Four 

(movable) 

Six for Great and Pedal Three for Echo and Pedal 

Eight for Swell and Pedal Five for Pedal alone 

Four for Choir and Pedal Five for the Whole Organ 
Three for the Solo with Neutral Pedal 

(Note: No releases are necessary when the combination pistons mtB 
of the movable type.) 

Pedal Movebcents, Six 

Sfz Pedal (Full Organ with all Couples) 
Grand Crescendo (Full Organ without 

Tuba and Octave Couplers) 
Great to Pedal (reversible) 
Crescendo Pedal for the Swell 
Crescendo Pedal for the Choir 
Crescendo Pedal for the Solo and Echo 

As there are no combination pedals on this organ, and the combina- 
tion pistons are of the movable type, it is advisable to adjust the com- 
binations of the pistons on a different plan from that of the preceding 
organ, as follows: — 

Gt. No. 1. Stops Nos. 6 and 9 with Ped. Bourdon (No. 67). 
Gt No. 2. Stops Nos. 5-9 with Ped. stops Nos. 67 and 72. 
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€rt No. 3. Stops Nos. 3-9 with Fed. stops Nos. 66, 67, 72 and 73. 
6t No. 4. (F Gt) Gt. to Octave (stops Nos. 1-10) with Fed. stops 

Nos. 64-67, 70, 72 and 73. 
6t. Na 5. Full to Fifteenth (stops Nos. 1-12) with Fed. stops Nos. 

64-67, 70, 72 and 73. 
^Gt. No. 6. (FF Gt.) Full Gt with all Fed. stops except the reeds (Nos. 

75-77) . 
Sw. No. 1. Credeckt and Salidonal (stops Nos. 21 and 22). 
Sw. No. 2. Gedeckt, Salicional, Flute 4 ft and Violina (stops Nos. 

21, 22, 25 and 26) with Fed. stop No. 67. 
Sw. No. 3. Stops Nos. 16, 17, 20-23, 25 and 26, with Fed. stops 

Nos. 67 and 72. 
Sw. No. 4. (F Sw.) 8 and 4 ft with Oboe (stops Nos. 16-18,r 20-26) 

with Fed. stops Nos. 67 and 72. 
Special combination to be adjusted when desired. 
Reeds (stops Nos. 30 and 31) and stops Nos. 18, 20-22, 

25 and 26, with Fed. stops Nos. 66, 67, 70 and 72. 
(FF Sw.) Full Sw. with Fed. stops Nos. 66-68, 70 and 72. 
FuU Sw. and Sw. to Sw. 16 and 4 ft Couplers with Fed. 

stops Nos. 66-68, 70 and 72. 
Stops Nos. 35 and 38, with Fed. stop No. 67. 
Stops Nos. 35, 36 and 42 with Fed. stop No. 67. 
Stops Nos. 34-36, 38, 39 and 42 with Fed. stops Nos. 

67 and 72. 
Stops Nos. 33-36, 38, 39, 42-44 with Fed. stops Nos. 66-68 

and 72. 
Stops Nos. 48 and 51. 
Stops Nos. 47-49 and 51. 
Stops Nos. 47-49, 51 and 52. 

Stops Nos. 56 and 57 with Fed. Echo Bourdon (No. 69). 
Stops Nos. 58 and 59 with Fed. Echo Bourdon (No. 69). 
Stops Nos. 56 and 60 with Fed. Echo Bourdon (No. 69). 
Bourdon and Credeckt (Nos. 67 and 72). 
Stops Nos. 66, 67, 70 and 72. 
Stops Nos. 64-67, 70 and 72. 
Full without reeds (stops Nos. 62-68, 70-73). 
Full Fed. (stops Nos. 62-67, 70-77). 
Whole Organ No. 1. All Diapasons and Flutes (stops Nos. 1-6, 9, 15-17, 

21, 22, 25, 34-36, 42, 47, 48, 51, 62-67, 70-72) ; 
Couplers, So., Gt, Sw., and Ch. to Fed.; 
8o^ Sw., and Ch. to Gt; Sw., a^d Ch. to 
Gt 16 ft 
Whole Organ No. 2. Gt to Octave, Full Sw., Fed. stops Nos. 63-68, 

70, and 72; Couplers, Sw. to Gt, Sw. and 
Gt to Fed. 
Whole Organ No. 3. Gt to Octave, Full Sw., So. stops Nos. 47-49, 51, 

Fed. stops Nos. 63-68, 70-73; Couplers, Sw. 
and So. to Gt, Sw. to Gt 16 and 4 ft, 6t, 
JSw., and So. to Fed. 
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Whole Organ No. 4. To be adjusted for any special combination as^ 

desired. 
Whole Organ No. 5. To be adjusted for any special combination as 

desired. 

Six Oboan CJomfositions 
For which registration is suggested for the above foUr-manual organ 

L. Boellmann Suite Gothique 

F. de la Tombelle Pastorale in E 

G^sar Franck Finale in B-Flat 

Edwin H. Lemare Romance in D-Flat 

Tertins Noble Solemn Prelude 

Gh. M. Wider Fifth Organ Symphony 

L. BofiLLMANN, * Suite Gothique 

I. Introduction 

Prepare; Sw. Piston No. 2 (swell partly open); Gt. Piston No. 3; 
Ech. Viol Oeleste, Wald Floete, Tremolo and Ech. to Edu 16 ft; Ped. 
Second Diapason, Violone, Bourdon and Gedeckt; Sw. to Gt. and Gt. to 
Ped.; Grand Orescendo open fulL 

After playing the first eight measures on the Gt, close the Grand 
Crescendo and play eight measures on the Ech. If this effect, which 
on some organs sounds like a large organ heard at a great distance, 
is not to the taste of the performer, he can play the phrase on the Sw. 
as prepared. In this Introduction, open the Grand Crescendo for each 
FF phrase and close it for each P phrase. Play the last four measures 
(rail) of the Introduction on the Sw., gradually closing the swelL 

II. Menuet 

Push Sw. Piston No. 4 and Gt Piston No. 3. (Note: It is necessary 
to push Gt. Piston No. 3 to restore the desired Ped. stops which are put 
off by Sw. Piston No. 4.) Follow the manual indications (Sw. and Gt). 
At the bottom of page 5 (A Tempo) push Gt. 4. In the third measure 
at the top of page 6 ('' Sw. PP"), push Sw. 3. In the second brace, 
before playing on the Gt., it is necessary to push Gt 4 to restore the 
Ped. stops which are put off by Sw. 3. In the first measure at the top 
of page 7, push Sw. 2. In the fifth measure, before playing on the Gt, 
it is necessary to push Gt 4 again. At the second measure of the 
second brace, push Sw. 4. At the sixth measure, push Gt 4 again. At 
the third measure of the third brace, open the Grand Crescendo full, 
but continue on the Sw. Gradually open the swell in the upper brace 
of page 8. In the fifth measure play both hands on the Gt to the 
end. 

• This registration Is intended Bpeciflcally for the orgsa wboM Bpecificatioa is 
glyen on page 228. 
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ni. FBifiBE A NoTBE Dame 

Prepare: Sw. Voiz Celeste and Gedeckt;' Gh. Melodia and Viol 
d'Amour; Ech. Vox Humana and Lieblich Gedeckt; Fed. Bourdon and 
Sw. to Fed. 

Play the first sixteen measures on the Sw. All the irradations of 
power which are indicated should be obtained solely by means of the 
swell pedal. At the double bar (Animato), add the Ch. to Fed. and 
play on the Ch. At the last count of the third brace on page 11, play 
the L. H. on the Sw., and continue the R. H. on the Ch. At the last 
measure of the upper brace of page 12 (l"" Tempo), put off the Sw. 
and Ch. to Fed., the Fed. Bourdon, and draw the Echo Bourdon on the 
Fed. These changes can be made while playing the last three counts 
with the L. H. alone. Flay both hands on the Ech. At one of the rests 
in the second brace, prepare Sw. Gedeckt only. At the last measure of 
the brace, play the R. H. on the Sw. (partly open) and the L. H. on the 
Ech. In the third meastire, at the note G in the R. H., play both hands 
on the Ech. In the last two measures, play the L. H. on the Sw. 
(closed). If the use of the Ech. is not to the taste of the performer, 
the Vox Humana and Credeckt of the Sw. can be substituted. 

IV. Toccata 

Prepare: Ch. Piston No. 3; Sw. Piston No. 7; Gt. Piston No. 3 (pushed 
last); Fed. as prepared by the Gt. Piston; Sw. to Gt., Ch. and Sw. to 
Fed. (The Sw. to Ch. and Ch. to Gt. Couplers are indicated in the 
printed copies. These can be drawn at the outset if desired.) 

Follow all the manual indications. Put on the Gt. to Fed. (foot) 
while the Fed. is silent on page 15, and put it off again at the rest in 
the second measure of the second brace on page 16. Put on the Gt. to 
Fed. (foot) at any point during the upper two braces of page 18. At 
the top of page 19, gradually open the swells, and push Gt. 4 on the 
D-flat in the third measure. At the last measure of this page, open 
the Grand Crescendo full. For the last two measures use the Sfz. 

F. DE LA TOMBELLE, * PASTORALE IN E 

Prepare: Gt. Gross Flute, Doppel Floete and Flute 4 ft.; Sw. Oboe 
Voix Celeste, Flute 4 ft. and Tremolo (closed) ; Ch. Gedeckt (closed) ; 
So. Philomela (open); Fed. Bourdon and Credeckt; No Couplers. Ad- 
just Whole Organ Piston No. 4 as follows: Gt. Gross Flute, Doppel 
Floete and Flute 4 ft.; Sw. Cornopean, Oboe, Salicional, Gedeckt and 
Flute 4 ft.; Ch. Melodia, Gedeckt, Flute 4 ft. and Clarinet; So. Philo- 
mela; Fed. Bourdon and Gedeckt. 

Play the first four measures on the Ch. (If there is no Gedeckt in 
the Ch., practically the same effect can be secured by playing an octave 
lower on the Flute d'Amour.) At the fifth measure, put off the Ch. 

*Tliis registration is intended specifically for the organ whose specification is 
giyen on page 228. 
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Gedeckt and draw the Viol d'Amonr. Play the solo (R. H.) on the Sw. and 
the accompaniment on the Gh. If the Viol d^Amova, with the Gh. swell 
closed, is too load and stringy, use the Dnlciana with tbe Gh. swell 
partly open. At the last count of the 28th measure, push Gh. 3, and 
play both hands on the Gh. for five measures. Push Gt. 2, draw the Gt. 
to Ped., and play four measures on the Gt. Push Gt. 3, and continue 
on the Gt. At tiie rest in measure 46, push Gt. 2, and continue on the 
Gt. At measure 50, push Gt 1, and continue on the Gt. At the rest 
in measure 52, put off the Gt. to Ped., push Gh. 1, and play both hands 
on the Gh. While prolonging the last note in the L. H. in measure 56, 
add Ped. Gedeckt (which was put off by Gh. 1), put off the Oh. Melodia, 
and play on the Sw. and Gh% as at first. At the end of the first sectiqn, 
play the long notes (G-sharp and E) in the L. H. on the So. While 
sustaining the second note, close the So. swell, and push Whole Organ 
Piston No. 4, which was adjusted at the outset especially for the follow- 
ing middle section. 

Play all the staccato notes and chords on the Sw., and the two sus- 
tained notes (E) on the So. for twelve measures. Oontinue the L. H. 
staccato chords on the Sw., and play the R. H. solo on the Gh. for six 
measures. Play the next R. H. solo on the Gt. for three measures, and 
return to the Gh. for three measures. At this point (twenty-fifth 
measure after the change of key to A-minor), push Gt. 2, and play the 
R. H. on the Sw. and the L. H. on the Gt. for three measures. Play 
three measures with both hands on the Sw.; three measures with the 
L. H. on the Gt. and the R. H. on the Sw.; and three measures with 
both hands on the Sw. Push Gt. 1 and Ped. 1. Play the R. H. on the 
Gt. and the L. H. on the Sw. for six measures. Play four solo notes 
(R. H.) on the Ch.; two short chords on the Sw.; four solo notes (R. H.) 
on the Gh.; and two short chords on the Sw. Oontinue both hands on the 
Sw. for four measures. Play four solo notes (L. H.) on the Gh.; two 
staccato chords (R. H.) on the Sw.; four solo notes (L. H.) on the Oh.; 
and two staccato chords (R. H.) on the Sw. While playing the following 
seven solo notes (L. H.) on the Oh., push Gt. 2. At the i^ tempo 
play the R. H. on the Sw. and the L. H. on the Gt. for six measures; 
the R. H. solo on the Oh. and the L. H. chords on the Sw. for three 
measures; and both hands on the Sw. for three measures. The following 
four solo notes (R. H.) are effective when played on the So. (Philomela) 
with the swell closed. Play the two staccato thirds on the Sw., and the 
six solo notes (R. H.) on the So. Push Oh. 1, and play both hands on 
the Oh., with the swell open for one measure and closed for two meas- 
ures, to the hold over the note A. Play the next two measures (molto 
rit.) on the Oh. Gedeckt as at first. While sustaining the A-sharp 
(R. H.), prepare Sw. Vox Humana, Voix Oeleste, Flute 4 ft, Sw. to 
Sw. 16 ft Ooupler, and Ped. Bourdon and Credeckt Before resuming, 
prepay Oh. Dulciana (or Unda Maris) alone, with the Oh. swell partly 
open. Play the R. H. solo on the Sw. and the accompaniment on the 
Oh. At the rest (R. H.), fifteen measures before the end, put off the 
Sw. to Sw. 16 ft Ooupler. Play the last two chords on the Sw. JEoline 
and Ped. Lieblich Bourdon. 
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G£SAB FrANCK, * FZNAUB IN B-FlAT 

Prepare: Sw. Piston No. 7 (open) ; Gh. Piston No. 2 with Clarinet 
(open); Gt. Piston No. 4 (pushed last); Ped. prepared by Gt. Piston 
No. 4; Sw. to Gt., Sw. and Gt. to Ped. 

After the long Ped. solo, play both hands on the Sw. (with dim.) for 
five measures. The R. H. solo in the next seven measures can be played 
on the Ch., or both hands can be played on the Sw. At the top of page 4, 
play both hadds on the Sw. Gradually open the swell to the Ped. solo. 
After the Ped. solo, play both hands on the Sw. (with dim.) for five 
measures. Play the R. H. solo on the Ch. for three measures. Con- 
tinue both hands on the Sw. At the top of page 6, play both hands on 
the Gt. At the third measure at the top of page 8, push Gt. 8 and 
Sw. 4. In the next measure, push Gt. 2. At the third measure at the 
top of page 9, push Ch. 2, and play both hands on the Ch. Put off the 
Gt. to Ped. while playing. After eight measures played on the Ch., 
play both hands on the Sw. (closed). At the top of page 11, play the 
R. H. on the Ch. and the L. H. on the Sw. At the rest in ^e second 
measure of the lower brace, push Ch. 3 and Gt. 8. Continue both hands 
on the Sw. At the bottom of page 12, play the L. H. on the Gt. and the 
R. H. on the Ch. (open). At the end of the upper brace of page 13, 
close the Ch. swell part way. In the lower brace, open the Ch. swell, 
and play the R. H. on the Gt. in the third measure. In the last measure, 
push Whole Organ Piston No. 2. Play the last chord of the page (R. H.) 
on the Ch. In the upper brace of page 14, play the second measure 
with both hands on the Gt. At the bottom of page 17, while holding the 
long B-flat (Ped.) push Whole Organ Piston No. 3. In the last measure 
of page 19, open the Grand Cresc^ido full. For the last four chords 
the Sfz can be used (ad lib.). 

Edwin H. Lemabe, *RoifAN<a in D-Flat 

Prepare: Gt. Harmonic Flute 4 ft; Sw. Voix Cdleste and Flute 4 ft 
(closed); Ch. Melodia, Gedeckt, and Viol d'Amour (open); So. Flute 
Ouverte 4 ft and Tremolo (cl(»ed) ; Ped. Bourdon, Credeckt and First 
Diapason ( ?) ; Sw. to Gt 

The Ped. combination for the staccato Ped. notes is a problem on 
many organs. The Ped. Diapason (wood) is frequently too ponderous 
for these notes. Sometimes the Bourdon, Gedeckt and Octave (or Flute) 
is a better combination. If the Ped. combination is heavy, the notes 
must be played extremely staccato. Play the first page with both hands 
on the Sw. At the top of the second page, add Sw. Bourdon, and play 
the L. H. on the Gt At the bottom of the page,»push Sw. 3 (which 
dianges the combination to 8 and 4 ft. without reed or Voix C^este), 
and substitute the Doppel Floete for the Har. Flute in the Gt (The 
Sw. Piston puts off the heavy Ped. stops.) The L. H. imitations should 
be played on the Ch., the other measures (L. H.) on the Sw. At the 

• This reglttratloii is intended speciflcaUy for the organ whose specification is 
giTen on iwgo 228. 
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end of the third brace of page 3, add the Vox Humana as indicated, 
and put on the Gt. to Fed. to give prominence to the Fed. imitation. 
At the end of the middle brace of page 4, put off the Gt. to Fed. At 
the rest in the last measure of the page, push Sw. 2. At the Tempo 
Primo on page 5, add the Voix Celeste and Vox Humana in the Sw. 
Flay the R. H. on the Sw. and the L. H. en the So. For the double Fed. 
at the bottom of the page^ add the Gt. to Fed. (ad Ii&.). In the last half 
of the third measure at ttke top of page 6, put off the Gt. to Fed. Just 
before playing the first measure of the middle brace, add Fed. First 
Diapason. Flay the R. H. on the Sw. and the L. H. either on the Gt. 
or the So. an octave lower. Before playing the last two notes of the 
page, push Fed. Fiston No. 1 (which puts off the Fed. Diapason), and 
put off the Voix Create, Salidonal and Violina in the Sw. (leaving Vox 
Humana, Gedeckt, and Flute 4 ft.). (Note: For this passage, Whole 
Organ Fiston No. 4 can be adjusted, at the outset, to give Sw. Vox 
Humana, Gedeckt and Flute 4 ft., Gt. Flute 4 ft, and Fed. Bourdon; 
in which event the L. H. imitation can be played on the Gt.) For the 
^ Flute 4 ft'* imitation (L. H.) at the top of the last page, play on the 
So. (closed). In the middle brace, add Fed. Contra Bourdon 32 ft 
Sometimes the Double Diapason 32 ft is effective here. For the last two 
measures, use the ^oline and Fed. Lieblich Bourdon. 

T. Tertius Noble, * Solemn Frelude 

Frepare: Gt Gamba and Flute 4 ft; Sw. Voix Celeste (closed) ; Ch. 
Viol d'Amour; So. Flute Ouverte 4 ft (closed) ; Fed. Bourdon 16 ft 
and Contra Bourdon 32 ft; Sw. to Ch. and Sw. to Gt For special 
use in the last page, adjust Whole Organ Fiston No. 6 as follows: Gt 
Doppel Floete; Sw. Voix Celeste; Ch. Melodia and Flute 4 ft; So. 
Orchestral Oboe; Fed. Contra Bourdon 32 ft. and Bourdon 16 ft 

Flay the first four measures on the Ch. (with Sw. to Ch. as pre- 
pared). Flay the next four measures with the R. H. on the Sw. and the 
L. H. on the So. (an octave lower, as the stop is a 4 ft stop). If the 
Fhilomela is somewhat soft (with the swell closed), it can be used 
(loeo) in place of the Flute Ouverte 4 ft The next eight measures 
should be played on the same manuals as the first eight measures. 
With the entrance of the Fed. in the third brace, push So. Fiston No. 2, 
and draw Gt to So. Coupler. Flay the L. H. on the CSl and the R. H. 
on the Sw. Four measures later (A Tempo), play both hands on 
the Ch. Before playing the second measure at the top of page 3, push 
Fed. Fiston No. 1 (to put off tiie Contra Bourdon and add the Gedeckt). 
Flay both hands on the Gt Gradually open the swells of the Sw. and 
So., and open the Grand Crescendo about three-fourths. Be careful 
not to open it far enough to bring on the So. to Gt Coupler. 

In the first measure of the second brace, push Gt 6. In the second 
measure, play the L. H. on the So. and the R. H. on the Gt At the 
last measure of the third brace, push Gt 4, and play both hands on the 

*ThiB registration Is Intended specifically for the organ whose specification Is 
given on page 228. 
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Gt. During any one of the rests in the L. H., push Sw. 3, and add 
Oh. Clarinet and Flute 4 ft. for future use. For the first measure at 
the top of page 4, open the Grand Crescendo f ulL Close it again in the 
second measure. Push Gt. 1 at the end of the third measure. Play 
the fourth measure with the R. H. on the Sw. and the L. H. on the Ch. 
(The Gt. to Ped. has not heen drawn at any time^ as it has heen con- 
trolled satisfactorily hy the Grand Crescendo.) In the second measure 
of the second brace, play both hands on the Sw. While playing the 
third measure with the R. H. alone, prepare (L. H.) So. Philomela 
with So. to So. 16 and 4 ft Couplers, and add Ped. Contra Bourdon 32 ft. 
In the third brace play four measures on the So. as indicated. This 
^ect is not always satisfactory, in which case omit the couplers. In 
one of these measures put off the Sw. to Gt. and Sw. to Ch. At the 
A Tempo, push Whole Organ Piston No. 5, which was especially 
prepared for this passage at the outset. Play both hands on the Sw. 
for four measures; then the R. H. on the Sw. and the L. H. on the Ch. 
In the third measure at the top of the last page, play the L. H. on the 
Sw. and the R. H. on the So. The imitations indicated for the Oboe 
and Flute can be obtained by alternating between the So. and the Gt., 
as the desired stops were brought on by Whole Organ Piston No. 5 
(adjusted at the outset). At the second measure of the second brace, 
play the R. H. on the CiL and the L. H. on the Gt. These two manuals 
were also prepared by the Whole Organ Piston. At the beginning of 
the lower brace, put off the Ch. Flute d'Amour, and play the R. H. on 
the Ch. and the L. H. on the Sw. At the last count of the second meas- 
ure, reverse the hands (the R. H. on the Sw. and the L. H. on the Ch.). 
Between the octaves (B-flat) of the L. H., put off the Sw. Flute 4 ft 
and Ped. Gedeckt Play the last measure with both hands on the Sw. 

Ch. M. Wn)0B, • Symphony No. 5 
I. Allegbo Vivace 

Adjust Sw. Piston No. 5 for the following special combination: 
Botirdon, Hohl Floete, Gedeckt, Sw. to Sw. 4 ft and Ped. Bourdon and 
Gedeckt 

Prepare: Gt No stops at the outset; Sw. Full (Piston No. 7), (op^i) ; 
Ch. Piston No. 3; Ped. (prepared by Sw. Piston No. 7); Sw. to Gt 
and Sw. to Ped. 

Play the first sixteen measures (as indicated) on the Sw., the next 
eight measures on the Ch., and the following eight measures (to the 
double bar) on the Sw. Push Gt 3 and draw Gt to Ped. After four 
measures played on the Gt, put off the Gt to Ped., and play on the Sw. 
until the second double bar. Repeat the eight measures in the same 
manner. After the repeat, push Sw. 4, which reduces to 8 and 4 ft. 
with Oboe. Play both hands on the Sw. until the last coimt of the 
second brace on page 5; then play the L. H. on the Ch. and the R. H. 
on the Sw. for three measures. Play the following two measures with 

*Thi8 reglstratioii is intended specifically for the organ whose speciflcatlon is 
glTen on page 228. 
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both hands on the Sw^ and three measures with the L. H. on the Oh. 
and the R* H. on the Sw. Continue with both hands on the Sw. until 
one measure before the double bar at the top of page 6. In this meas- 
ure» play the L. H. on the Gh., and push Sw. 7. Continue with both 
hands on the Sw. until the last count of the second measure of the 
third brace (page 6). Push Gt 3, draw Gt. to Fed., and play both hands 
on the Gt. At the A tempo at the bottom of the page, play the L. H. 
on the Gt. and the R. H. on the Sw. At the A tempo in the second 
brace of page 7, put off the Gt. to Fed., push Sw. 7, and play both 
hands on the Sw. At the last count of the second measure of the fourth 
brace, play both hands on the Gt. Before playing at the top of page 8, 
push Sw. 5y which was adjusted, at the outset, for a special combination 
of 16, 8, and 4 ft Flute-tone, for this passage. Play the L. H. on the 
Ch. and the R. H. on the Sw. At the last count of the last measure of 
the third brace, play the R. H. on the Ch. and the L. H. on the Sw. 
At the last count of the first measure of the lower brace, play the L. H. 
on the Ch. and the R. H. on the Sw. Continue in this manner until 
the double bar in the middle of page 10. Push Whole Organ Piston 
No. 1, which gives a combination of Diapasons and Flutes, and play 
on the Gt. After the hold in the third measure of the third brace odC 
page 11, push Sw. 5, and play both hands on the Sw. For the one 
measure of Fed. solo, push Fed. 8. For the next five measures (indi- 
cated ''Sw. Reeds '')> P^uih Sw. 6. Before playing the last Fed. note 
of the phge, push Fed. 8. After the Fed. notes in the first measure at 
the top of page 12, push Gt. 3, and play the L. H. on the Gt. and the 
R. H. on the Sw. Draw the GL to Fed., and play both hands on the 
Gt. in the second brace. The last chord (R. H.) of the brace should be 
played on the Sw., and the L. H. part of the third brace should be played 
on the Gt., similar to the first brace. The fourth brace should be played 
similar to the second brace, and the fifth brace similar to the third 
brace. At the top of page 13, play both hands on the Gt. At the second 
measure of the fourth brace, push Sw. 7 and Gt. 3 (the latter to restore 
the heavy Fed. stops which are put off by Sw. 7). Gradually open the 
swell, and, in the first measure of the second brace of page 14, open the 
Grand Crescendo f ulL After the chord in the last measure of the third 
brace, dose the Grand Crescendo. At the last count of the upper brace 
on page 15, push Sw. 4 and Gt. 8 (the latter to restore the heavy Fed. 
stops which are put off by Sw. 4). At the last count of the second 
measure of the third brace, push Gt. 2. At the last count of the fourth 
brace, put off the Gt. to Fed., and play both hands on the Sw. At the 
last count of the first measure at the top of page 16, push Gt. 3, 
draw Gt. to Fed. (foot), and play on the Gt. Gradually open the Grand 
Crescendo to f uU at the double bar in the second brace. 

II. Allbgro Cantabile 

Prepare: Gt. Gross Flute; Sw. Oboe, Cornopean, Voix Create, 
Gedeckt and Flute 4 ft. (closed) ; Ch. Melodia and Flute 4 ft (closed) ; 
Sa Philomela (closed) ; Fed. Bourdon and Credeckt; Ch. to Fed. {ad K&.). 
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Play the first brace (L. H.) on the So. While holding the last note 
(C), change to the Gh. Play the R. H. solo on the Sw. At tiie last 
note of the middle brace of page 19, play both hands on the Gt. (The 
L. H. is indicated for the Ch., but more variety can be obtained by 
playing this part on the Gt.) Play the last note of the page (R. H.) 
on the Sw., and at the top of page 20, play the L. H. on the Gh. The 
coimter-melody for the R. H. thumb on this page must, of course, be 
played on the Gt. In the middle of the last measure of -ttie third brace, 
play both hands on the Gt. as indicated. At the double bar in the upper 
brace of page 21, play the counter-melody with the thumb of the R. H. 
on the Gt. If the player has a hand of sufficient size, the second and 
third fingers of the R. H. can also be used in playing this counter- 
melody. In the second measure of the third brace, play both hands on 
the Gt. as indicated. In the latter half of the measure before the double 
bar, at the top of page 22, play the two staves of the L. H. part on the 
Ch., and the R. H. solo on the Sw. On page 23, the R. H. melody should 
alternate between the Gt. and Sw. (" G " and ** R **) as indicated. The 
L. H. accompaniment can be played alternately between the Gt. and 
Ch., as indicated, or all on the Ch. To give due prominence to the 
Ped. figure in the lower brace, draw the Gt. to Ped. (ad lib.). Put off 
the Gt. to Ped.9 and play the last four measures with both hands on 
the Ch. 

In the middle section (page 24), the L. H. sustained chords can be 
played on the Sw. Voix Celeste or Vox Humana (or both) , with the R. H. 
obligate on a soft 4 ft. Flute (Flute d'Amour) ; or the L. H. chords can 
be played on the Ech. Vox Humana and Gredeclct, with the R. H. obligato 
on the Sw. Flauto Traverse. In either case, the Ped. Bourdon must be 
used alone. In the lower brace (page 24), the melodic phrases in the 
Ped. part must be sufficiently prominent. The Gt. to Ped. (put on by 
the foot) adds the Doppel Floete to the Ped. Bourdon and generally 
answers. Another plan is to draw the Ped. Gedeckt with the R. H. 
in the third measure of the third brace. The last note of the previous 
phrase (R. H.) can be shortened sufficiently for this purpose. At the 
double bar on page 25^ the repeat can be omitted {ad lib.). In the first 
measure at the bottom of the page (second ending), shorten the R. H. 
note, push Sw. 4 and Gt. 1, draw Gt. to Ped. and Sw. to Gt. Play both 
hands on the Gt. The two measures in the first and second braces of 
page 26 which are indicated '' PP " should be played on the Sw. (closed) . 
It is not necessary to put off the Gt. to Ped. In the first half of any 
measure, push (L. H.) Ch. 8. At the third measure of the third brace, 
play the R H. dhord on the Sw. and the L. H. figure on the Ch. 

In the sixth measure, play both hands on the Gt. In the third 
measure of the fourth brace, play the R. H. chord on the Sw., the L. H. 
figure on the Ch., and put off the Gt to Ped. In the sixth measure, 
play both hands on the Sw. Put off the Sw. to Gt. (L. H.) . In the third 
measure of the lower brace, play the R. H. chord on the Sw., and the 
L. H. melody on the Gt. While playing this L. H. melody (twelve 
measures), push Ch. 1, Ped. 1, and prepare Sw. Oboe, Voix Celeste, 
Vox Humana, Flute 4 ft. and Sw. to Sw. 16 ft. Coupler. In the next 
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to the last measure of the upper brace of page 27^ play on the Ch. with 
molto fit., and prepare Gt. Doppel Floete only. Also arrange the swell 
pedals of the Sw. and Ch. to produce a proper balance of power 
between the following solo and accompaniment. Play the R. H. solo on 
the Sw. In the last measure of the page, play the R. H. oa the Gt. and 
open the Sw. swell one-third (for future use). At the top of page 28, 
play the L. H. on the Gt. (the printed indication for this L. H. is Ch.) . 
At the end of the third measure in the second brace, play the R. H. on 
the Sw. In the following measure, play the L. H. on the Ch. The 
coimter-melody for the R. H. thumb in the next two braces should be 
played on the Gt., as at first. In the latter half of the fourth measure, 
in the upper brace of page 29, play both hands on the Gt. In the first 
measure of the third brace, play the L. H. on the Ch. and the R. H. on 
the Sw. The counter-melody in this and the next brace should be played 
as previously. In the last measure of the page, play the R. H. on the Gt., 
and at the top of the following page, play the L. H. on the Gt. In the 
first measure of the third brace (page 80), play the L. H. on the Ch., 
close the Sw. swell, and play the R. H. solo on the Sw. In the last three 
braces of the last page, the R. H. solo phrases are indicated to alternate 
between the Gt. C'G") and Sw. C'R")- The So. Philomela can be 
substituted for the Gt. (ad lib.). In the lower brace the melodic figure 
in the Ped. part is generally of sufficient prominence when played on 
the Bourdon and Gredeckt (which are already on). If more prominence 
is necessary, the Gt. to Ped. can be put on by the foot. The last five 
measures can be played on the Ch. as indicated, with the Melodia alone, 
or the last three measures can be played on the Sw. Credeckt. 

III. Andantino quasi Allegretto 

Prepare: Sw. Piston No. 4 (open) ; Ch. Piston No. 3 (open) ; Gt. Piston 
No. 8 (pushed last) ; Ped. (Piston No. 8 on the Gt. provides a suitable 
Ped. combination) ; Sw. to Gt., Gt. and Ch. to Ped. 

At the end of the Ped. solo, put off the Gt. to Ped., and play on the 
Ch. for ten measures. Put on the Gt. to Ped., and play on the Gt. until 
the last measure of the second brace on page 83. Put off the Gt. to Ped., 
and push Ch. 3 (to put off the heavy Ped. stops of the Gt. 3). Play the 
R. H. on the Gt. and the L. H. on the Sw. for four measures. Play 
both hands on the Sw. for ten measures, and the L. H. on the Ch. for 
six measures. In the last measure of the page, push Sw. 6 (reeds), and 
play both hands on the Sw. (closed). (The Ch. to Ped. with the Ch. 
and Ped. stops already on generally produce sufiicient power for the 
staccato Ped. notes.) In the second measure at the bottom of the page, 
push Gt. 8, put on the Gt. to Ped., and play both hands on the Gt. In 
the second measure at the top of page 35, gradually open the Grand 
Crescendo to full in the fourth measure. During any one of the rests 
in the L. H. part, push Gt. 2 and Sw. 6. In the first three measures of 
the middle brace, gradually close the Grand Crescendo, and put off 
the Gt, to Ped. In the fourth brace, play both hands on the Sw. In the 
third measure of the middle brace of page 36, push Gt. 8, draw Gt. to 
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P^., and play on the Gt. In the third measure of the fourth brace, 
gradually open the Grand Crescendo to full (FF). Push Gt. 2 during 
any one of the L. H. rests. Close the Grand Crescendo and put off the 
Gt. to Ped. at the top of page 37. In the fourth measure, play the L. H. 
on the Gt. and the R. H. on the Sw. At the last measure of the second 
brace, play the L. H. on the Ch. 

At the Tempo i^ in the fourth brace, play both hands on the Sw. 
In the third measure at the top of page 38, play the L. H. on the Ch. 
At the last coimt of this brace, push Sw. 4, add Gt. to Ped. and play both 
hands on the Gt. At the last coimt of the page, push Gt. 1, and put off 
the Gt. to Ped. At the top of page 39, continue the R. H. on the Gt. 
and play the L. H. on the Sw. Play the last two measures of this 
brace with both hands on the Sw. In the second brace, play the L. H. 
on the Ch. and the R. H. on the Sw. In the middle brace, play both 
hands on the Sw. During the rest in the fifth measure of this brace, 
push Ch. 2. In the last measure, and in the following brace, play both 
hands on the Ch. Play the last two measures on the Sw. Use Sw. 2 
for one measure and Sw. 1 for the last measure. 

IV. Adaqio 

Prepare: Gt Harmonic Flute 4 ft; Sw. Voix Celeste; Ped. No stops; 
Gt to Ped. 

Play both hands on the Sw. The Ped. part is indicated for a 4 ft. 
Flute solo stop. If the Flute in the Gt is not loud enough, one can 
use the Ch. Flute d'Amour (swell open) and Ch. to Ped. in addition to 
the Gt Flute; or one can use the So. Flute Ouverte 4 ft (open) with 
ta So. to Ped. All the dynamics of this movement are intended to be 
controlled by the Sw. swell pedaL If the individual Voix Celeste is 
ineffective, the Gedeckt, Flute 4 ft or Vox Humana can be added. 
At the beginning of the fourth brace of page 41, draw the Sw. to Ped. 
Put it off in the middle of the next to the last measure of the lower 
brace. Use the ^oLne for the last three chords. 

V. Toccata 

Prepare: Sw. Piston No. 7 (open); Ch. Piston No. 8 (open); Gt 
Piston No. 4 (pushed last) ; Ped. Suitable stops are brought on by C^t 4; 
Sw. to Gt and Sw. to Ch., Gt and Sw. to Ped., Grand Crescendo open 
full. 

Play the first three pages on the Gt. (^ FFF ")• At the last measure 
of the upper brace of page 45, close the Grand Crescendo and continue 
on the Gt. At the second measure of the second brace on page 46, play 
on the Ch. (the Sw. is coupled). Gradually close the Ch. and Sw. 
swells. At the double bar play on the Sw. At the top of page 48, 
gradually open the Sw. swell and open the Grand Crescendo full. (As 
Full Sw. is on, opening the Grand Crescendo does not affect the Sw.) 
At the double bar, play both hands on the Gt The indication for four 
braces of the last page is R. H. on the Gt. and the L. H. on the Ch. 
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with the Sw. ooapled. Frequently the L. H. part» if played <m the Ch., 
is much too soft. There are two other methods of playing these braces; 
▼iz., Draw the Sw. to Sw. 4 ft and 16 ft. Ck>uplers during a convmient 
rest, and play the L. H. on the Sw. The Sw. Couplers generally do not 
act through the Sw. to Gt., hence the Sw. is much strengthened without 
any addition to the Gt. The second method for these four braces is ta 
play both hands on the Gt., with the hands crossed. Occasionally, 
the latter method is the only possible way to preserve the relative 
power between the two parts. For the last three measuzes, use the 
Sfs (ad 2«6.). 
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A 

AbMlute ComblnatloDs. (MoTable ComUnatioDs) 76 

Ace. "] 

AccoSpierf <^)» To couple. 

Accoupl^iJ 

Accoup]^ (Ft.). Coupled. 

Acoustical Bffect 24 

Acoustic Baaa (Beaultant Bass) 89 

Acoustics of Organ Pipes 22 

Acuta. A sbarp Mixture stop 

Adjustable Combination MoTements 76 

-atoline J «• 

ijiut^jCFr.). Add. 

Anches (Fr.). Reeds. 

Antiphonal Onans 88 

Appel (Fr.). Pneumatic. 

Appropriate Ped. Combinations 100 

Augment^s peuji pen (Fr.). Add gradually; Cresc. gradually. 
Avec Tirasse (Fr.J. With Ped. Coupler. 



Bach» J. 8., Registration of : 

Choral Prelude, ** Der Tag, der ist so freudenreich *' 200 

Choral Prelude. *'Wir danken dir" , 200 

Fantasia and Fugue in €Kminor 195 

Toccata and Fugue in D-minor 172 

First Sonata 1S6 

Bamby, Joseph, Registration of '* O How Amiable " 124 

Bartlett, Homer N., Registration of Toccata in B 218 

Baryphone. An 8-f t. Reed stop. 

Baryton. An 8-ft. Ped. Reed stop. 

Bass Drum 15 

Basset Horn. An 8-ft Reed stop with delicate intonation. 

Basson ((3er.) 1 

Bassoon \ 50 

Bassoon Bass J 

Beard. A mechanical appliance attached to the mouths of the pipes of some 

stops to intensify the speech. 

Bell Diapason 17 

Bell Gamba. A large scale Gamba with a flare or bell at the top. 

Bellows Signal (Blower's Signal). A signal connecting the console with the 

space occupied by the blower. 

Bells ((Jhlmes) 66 

Best, W. T., Registration of Pastorale in G 224 

Biflra (Bifera) 45 

BoSllmann. L., Registration of Suite Gothlque 280 

Bolte (Fr.). Box. 

Bolte ExpresslT. Swell-box. 

Botte Ferm6e. Swell closed. 

Bolte OuTerte. Swell open. 

Bombard (Bombarde) 61 

Borowski, Felix, Registration of Prayer 190 

Borrowed Stops 84 

Borrowing 84 

Bossi, M. Enrico, Registration of Scherso in G-minor 221 

Bordon (Ger. )!/•>- r,. «-. nu \ 

Bourdon 16 ft J (P«^» Gt, Sw., Ch.) 42 

Bourdon 8 ft 17 

Bourdon 8 (Fr.). St. Diapason. 

Bourdon Bcho. Bcho Lleblich Bourdon (q. t.). 

Bouton de Combinalson (Fr.). Combination Piston. 

Breaking Back (Mutation stops) 16 

Brewer. John Hyatt, Registration of : 

**0 Lamb of God*\ 188 

A Spring Time Sketch...... 189 

Buck, Dudley, Registration of : 

** Noel ** 208 

"Sing AUelula Forth" '.'.'.'/.'.'.'. 181 

248 
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c 

^iMrto. Jofleph, Bcgistratlos of Prajer in D-flat 108 

Carillon j (**•). A Mixture stop. 

Carillons 58 

Cathedral Chimes 66 

Celesta 15 58 

Criestina. An open, wood Flute of 4 ft' pitch with a delicate tone. 

Cello (Violoncello) 49 

Chadwick, George W., Registration of '* Peace and Light " 134 

Chalnmeau. A variety of Musette. 

Chamber Organ. A small house or studio organ. 

Chamade (Tuba en Chamade), (Fr.). A reed stop with pipes placed horiiontally. 

ChauTet, A., Begistration of Andantino in D-flat T 163 

Chimes (Cathedral Chimes) . , 15 56 

Chimes to Qt (of Ped.). A coupler to connect the'Chimes'to the'ot.* (or Fed.'). ' 

Chimney Flute (Bohr Floete) 80 

Ch. 1 

Choir l^^ lower keyboard. In modem three and four-manual organs. 

Choir Organ J ^^th the wind-chest and pipes which belong to that keyboard. 
Ch. Seeds. The meaning of the term Is obrioua, but the expression Is occasion- 
_ ally used to indicate, '* add Ch. Beeds.*' 

Clarabella 18, 42 

Clarabel Flute. A variety of Harmonic Flute (q. ▼.). 

Clarinet Wciarionette^ Elarinet, Clarinette) 52 

Clarinet Flute. A Tiuriety of the Gedeckt with a somewhat reedy tone. 

Clarinet Tone 19 

Clarion 4 ft 58 

Classifications of Stops IS 

Claussmann, Aloys, Befl^tration of Pastorale in A 3M 

Clavier, Keyboard. 

Clayiers accouplte 1 ,-. v %, » , ^ 

Clayiers r^unhi | i^-)- Manuals coupled. 

Clavier de Bombarde (or des Bombardes), (Fr.). Solo organ. . . . , 104 

Clear Flute 4 ft. A yariety of open Flute found in Bngland. 

Clochettes (Glockenspiel) 58 

Closed. Stopped. 

Colorist 9 

Combination Indicators 77 

Combination Movemente 76 

Combination Pedal Belease .^ . . . . 77 

Combination Pedals 76 

Combination Pistons 76 

Combination Stops. Draw-stops (in French organs) which bring on combina- 
tions of stops. 

Combinations for the Accompaniment of solo combinations 99 

Combinations of Composite Tone 99 

Combinations of Beed-Tone Stops 96 

Combinationa with a Clarinet 98 

Combinations with a Cornopean 97 

Combinations with an Oboe 97 

Combinations with a Trumpet 98 

Combinations with a Vox Humana 97 

Combining Oigan Stops 90 

Comparattve Table of Manual and Pedal Indications 104 

Comparison of the Cunres of a Tuning Fork, Hohl Floete and Open Diapason 

p]p^ ^ , 28 

Comparison (by means of notes) of the Overtones of 7 Stops !!!.'!!!!!!! 80 

Complete Stops. Those which possess a pipe for each note of the compass. 
Composition Pedals, Pistons, or Stops. The same as Combination Pedals, ete. 

Compound Stops 16 

Compound Mixtures or Mutetion Stops 15 

Concert Flute. Hohl Floete (q. v.). 

Concert Organ. An organ which is located in a concert hall. 

Conical Pipes. Pipes which taper in size from one end to the other. 

Console. Keydesk. 

Contra. A prefix signifying sub-octave. 

Contra Bass. Violone (q. v.). 

Contra Bassoon K^ ^ 

Contra Fagotto }16 It. - 52 

Contra Oamba 16 ft 49 

Contra Posanne 16 ft. The same as Posaune 16 ft (q. v.). 

Contra Trombone 82 ft. 53 

Contra Viol. Frequently a 16-ft. Gamba. 

Cor Anglais 54 

Cor deNuit. Night Horn (q. ▼.). 
Comet. A ICixture atop. 
Coma Hom. 
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Como de PiiBcitto, Htuct Honi« 

Gwrno Dotce; An BncUsb stop rM wrn bllng a Wald Floete. 
Como Flute. Sometimes a quiet-toned Beed 8top» and occasionally a delicate 
Flute-tone atop. 

Cornopean ) • *^ . • 91 

Coup. An abbreviation wliieh generally slgniflea the Ot to Ped. Coupler. 

Cdnplers — • • • 92 

Cremone (Cremona). 

Creuae. The same aa " Hom.** 

Cromome (Fr.) . A Beed atop of Clarinet quality 54 

Cnrre representing the VlbratiMia of the tone of : 

A Gedeckt pipe 20 

A Hohl Floete pipe ^ 27 

An Open Diapaaon pipe 27 

A Qulntadena pipe 80 

A Qu^^ton pipe 29 

A Salicional pipe 28 

A Tuning Fork 24, 25 

A Viol d'Orcheatre pipe 29 

Cnrrea repreaenting the vibrationa of Firat and Second OTertonea 26, 26 

Cymbale. Compound Mixture atop. 

Cymbala 15 



Dead Combinationa (Kon-MoTable or Dual) 77 

D6coupl<e (FrJ* To uncouple. 

Demarest, Clifford. Registration of Cantilena ^ 200 

Definition of Beglstration ) ^ 

Description of Registration J ■' 

Deecription of Stops most commonly mentioned in Registration 36 

Deshayes, Henri, Registration of : 

Andante Religleiise 141 

Communion m A 144 

Diapaaon. Normal. 

Diapaaon, Acouatlcal Curve of 27 

^pkaon } OP«a DtaPMon 8ft 36 

Open Diapaaon 16 ft. 37 

Open Diapaaon 82 ft 87 

Diapaaon Phonon. A atrong-toned Diapaaon with leathered lips. 

Dlapaaon-Tone . . , 17 

Dlapaaon-Tone Stopa 17, 36 

Diaphone 20 

Diggle, Roland, Regiatration of *' At Sunset ** 164 

Dmaed Stops 140 

Dolce. Dulclana. 

Dolcissimo. Another name for Sw. iBoline or Ch. Dulclana. 

Dolce Comet (also called ** Dulclana Comet") 15,39 

SSpber'Fioete } I>oiible Flute 42 

Dopp. Double movement 

Double-Acting Combination Movementa 76 

Double Bass. Sometimes a large scale Bourdon. 

Double Bassoon 16 ft (Contra Fagotto) 62 

Double Diapason 16 ;Ct. or 82 ft. Open Diapason (q. y.). 

Double Dulclana 16 ft 39 

Double Flute. Doppel Floete 42 

Double-Mouthed Pipes. See Doppel Floete. 

Double Oboe Hom 16 ft Similar to a Contra Fagotto (q. ▼.). 

Double Belease (Double Zero) 77 

Double St. Diapason 16 ft. (Bourdon) 42 

Double Touch. A variety of manual action by means of which the player can 
obtain additional power for certain notes by using additional pressure 
on those keys. 
Doublette. Fifteenth. Sometimes a 2 Rk. Mixture (12th and 16th). 

Double Trombone (Contra Trombcme) 82 ft 58 

Double Trumpet 16 ft 52 

Draw-Stop ^obs) ,. 

Draw-Stops j !• 

Drums 16 

Double Zero (Double Release) 77 

Dual Combinationa (Non-Movable Combinations) 77 

Dubois, Theodore, Rcjgistration of: 

Fantaala in B 162 

In Paradisum 197 

Dulcet String-tone stops of various character, according to the builder, one 
of which is a soft Viol Celeste. 
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I>al. } ^^^ 

I>iilciana}8 <t. (DnlcUne, Fr.) 88 

]>ulclaiia 16 ft 39 

Dulciana Comet. Dolce Cornet (q. t.). 

I>iinliam, Henry M., Registration of : 

Andante In A-fiat .<.... ^. 206 

Meditation In B-flat 148 

Sonata In G-mlnor 186 

Ihiplex Cheat! 1 

Duplexed Mannala } 84 

DapUcate Stops J 



Bch. Echo Organ. 

Echo Comet. A very soft Mixture stop. 

Echo Diapason. Dnldana 17 

Echo Llebllch Bourdon 42 

Echo Organs 87 

Echowerk ^ 104 

Bffet d'Orage. See Storm Pedal. 

Eight Feet ig 

Blgh^Foot Stops 19 

Bight-Foot Couplers 20, 62 

English Hom. Cor Anglalse 64 

Ersahler, also Klelne Brzahler 65 

Euphone 54 

Bxplanatlon of the most common Registration Indications no 

Ex. 1 

Exp. MFr.). Swell Organ. 

Bxpresslf J 

Expression (Fr.). Swell Pedal. 

F 

Fach (Fr.). Bank; as, "III Fachs," meaning three ranks. 

Fagotto i o2 

Fanlkes, William, Beglstration of: 

Finale In B-flat 145 

Grand Choeur in A 157 

Postlude In A 148, 154 

Federlein, Gottfried H., Begistration of Serenade in B-flat 199 

Ferm4e (Fr.). Closed. 

Fern. Echo. 

F, FF Gt 110 

F, P Ch 112 

F. P Ped. 112 

F. FF Sw Ill 

Fifteenth (Super Octave) 38 

First Diapason 8 ft 37 

First Manual 105 

First Overtone ► 22, 25 

First Overtone, Acoustical Curve of 25 

First Use of Octave Couplers , 67 

Fixed Combinations 76 

Flageolet. A soft 2 ft. Flute. 

Fl. Flute. 

Flat Twenty-first. A Mutation stop or rank of a compound stop which sounds 
the sixth overtone. 

Flautino 2 ft 44 

Flauto Amablle. A delicate Flute stop having a suggestion of the string-tone. 

Flauto Dolce. Soft Flute-tone stop. 

Flauto Traverso 43 

Floete. Flute. 

Floeten Baas ((3er.). Bass Flute. 

Flue Stops 18 

Fluegel Horn. A variety of a slender-scale Oboe. 

Flflte k Chemin^. Bohr Floete (q. v.). 

Flflte ft Pavilion. Bell Diapason. 

Flflte Celeste 44 

Flflte Conlque (Fr.). A Flute with conical pipes. 

Flflte Creuse (Fr.). Hohl Floete. 

Flflte d' Amour 31, 42 

Flflte douce (Fr.). A soft-toned Flute. 

Flute 8 ft. A general name used to Indicate tlie principal Flute In any depart- 
ment of the organ. 
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Fltlte Octayiante. Harmonic Flute. 

Fldte Ouyerte (Fr.). An open 4 ft. Flnte, generally in the Solo organ. 

Flute-tone 17 

Flute-tone Stops 10, 41 

FItlte trayersi^re (Fr.). Flauto Trayereo (Q. v.). 

;Fon€l8 ( Fr. ) . Foundation stops. 

Foote» Arthur, Registration of: 

Festival March 15, 155 

Nocturne 206 

Pastorale 173 

" StUl, still with thee " 151 

Four Feet ) ,^ 

Four-Foot Stops J *^ 

Four^Foot Couplers 20, 62 

Foundation Stops 15 

Foumlture. A Compound Mixture Stop. 

Fourth Diapason 87. 

Franck, C^sar, Registration of : 

Andantino in (}-minor 148, 154 

Finale in B-flat » 288 

Free Reeds 54 

Freln Harmonique. Beard. 

French Horn 19 

Frysinger, J. Frank, Registration of Berceuse 142 

Fugara 4 ft 48 

Full to Diapason. A questionable term indicating the 8 ft. stops. 

Full to Fifteenth. All the stops on the manual except the Reeds, Mixtures and 
possibly a loud 16 ft. stop. 

Full Ot., Sw., Ch., or Ped. The meaning is obvious. 

Full Organ. All the speaking stops and Unison Couplers, except the Tuba, 
Clarinet, Vox Humana, and the Celestes : sometimes including the Tuba 
and the Octave Couplers. 

Full Mixture. A strong-toned Mixture stop. 

Fundamental t^inciples of the Acoustics of Organ Pipes 22 

Fundamental Tone 23 



1 



G. O. } Great Organ. 

O. Org. (Fr.).j 

CkUeotti, C^sare, Registration of Offertoire, Op. 100 180 

Gamb. 1 

Gamba j^ (Viola da Gamba. Viol de Gambe) 45 

Gambe (Fr.) J 

Gamba Celeste. Two ranks of Gamba pipes tuned apart as in the Voix Celeste. 

Gambe R^cit. (Fr.). Sallcional. 

Gambes (Fr.). String-tone stops. 

Gambette. Fugara 4 ft. 

Gauche (Fr.). Left hand. 

Gedackt. Old German for Gtedeckt (q. v.). 

Gedeckt 8 ft. Sw * 41 

Ch 41 

Ped. 42 

Gedeckt, Acoustical Curve of 29 

Gedeckt-Tone 18, 41 

Geigen Diapason) ot 

Geigen Principal j **^ 

Gemshom } ^^*^^ 

Gemshorn Quint. A Mutation stop consisting of tapering pipes like those of the 

Gemshom. 
Glockenspiel [Stahlspiel (Cter.), Clochettes (Fr.) ] 58 

Gongs 14 

Goss, John, Registration of ** O Saviour of the world " 126 

Grand Bourdon. A 82 ft. Bourdon in the Ped. 

!IiL many French organs a division of the Gt., with a 
separate keyboard located below the Gt. manual, is called 
'* Grand Choeur.*' The expression frequently means '* Full 
Organ," as in these organs the other manuals can be coupled 
only to the Grand Choeur. 
Gr. Cr. 1 

Grand Cresc. \ 81 

Grand Crescendo J 

Grand Diapason 8 ft. A large scale Diapason in the So. Organ. 

Grand Orgue (Fr.). Gt. Organ. 

Grave Mixture. A two rank Mixture stop (12th and 15th). 

gjJ^JSJjJ*} Resultant Bass, occasionally of 64 ft. pitch. 
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Great I ^^® priiicli»al maniua witb the wind-chest and pipes which belong 

GreatOpganJ to **• 

Great Mixture IV Bks .* 16 

Gross Floete (Ger.). 1 

Gross Flute \ 43 

Grosse Fldte (Fr.).J 

Gross Gamba. A powerful Gamba. 

Grooved. An old-fashioned method of connecting part of one stop for an omitted 

part of another stop. 
Ground Tone. Fundamental tone. 
Gt to Oct. All the 8 and 4 ft. flue stops of the Gt., frequently including a soft 

16 ft. stop. 
Gt to Op. Diapason. Includes all the 8 ft flue stops of the Qt 
Gt. to Fifteenth. All the stops of the Gt except the Beeds and Mixtures. 

Gt to Pedal | ^® Coupler that couples the Gt to the Fed. 

Guilmant Felix Alexandre, Registration of: 

Bleyation in A-flat 151, 156 

First OfTertoire on Christmas Hymns 211 

Marche Religieuse 205 

Sonata in D-minor, No. 1 176 



Half-stopped Pipes. Stopped pipes with a hole through the stopper. 

Half Stops. In old organs certain stops contained pipes for only half of their 

compass. 
Harmonia JBtheria. A soft three-rank Mixture sounding the 10th, 12th, 

and 15th. 
Harmonic Clarion 4 ft. A Clarion with pipes of double length (in the treble) 

which are caused to sound the octave. 

Harmonic Flute 44 

Harmonic Pipes ^. 17 

Harmonics (Overtones, Upper Partials) 22 

Harmonic Series 22 

Harmonic Stops 20 

Harmonic Tuba. A Tuba with pipes of double length (In the treble) sounding 

the octave. 

Harp (Celesta) 15, 58 

Hautbois ) ^. ^ 
Hautboy J ^^oe, 

U. Jtt. 

H. W. 

Hptm. 

Hptw. 

Hauptmanual 

Hauptwerk 

Helper. A stop which is planned or is used to assist the speech of another stop. 

Hohl Floete f ^^ 

Hole Flute i *^ 

Hollins, Alfred, Registration of : 

Concert Rondo 225 

Grand Choeur in G-minor 19d 

Spring Song 167 

Hopkins, John, Registration of '* O Sayiour of the World " 126 

Honi .TT, 19 

Huit (Fr.). Eight 



((}er.). Great Organ 104 



Id. (Fr.). Ditto. 

Immovable Combinations (Non-Movable Combinations) 77 

Incomplete Stops. Stops of which the pipes of the lower or upper octave are 
omitted. 

Indicating the Registration 104 

Influence (Acoustical) of the Overtones 24-27, 29, 34 

Influence of the Overtones Illustrated 27-30 

Interference (Sympathy) of Vibrations, the Bffect of 84 

Inverted, Conical, Metal Pipes 49 

Inverted Lip. See Melodia. 



Jeu (Fr.). Stop. 

Jeu au Clochette (Fr.). A 1 ft. stop. 

jlSx^Sx}(Fr.). Soft stops. 

Jeu Bxpressif (Fr.). Stops whose pipes are enclosed in a swell-box. 
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Jeiiz d'Ancbei (Fr.). Reed itops. 

Jeux de Detail (Fr.). Solo Btope. 

Jeuz de Fonde (Fr.). Foundation stops. 

Jones nne octave plus bant (Fr.). Play an octave higher. 

K 

Keranlophon 38 

Kinder, Ralph, Registration of Festival March 188 

Klarinette (obsolete). Clarinet. 

Kleine Brsabler 66 

Kontra (Qer.). Contra. 
Koppel (Grer.). Couple. 

Kroeger, Ernest R., Registration of Marche Pittoresque 191 

L 

Laisser (Fr.). To leave on. 

Languid. The boris<«tal division of a pipe between the upper and lower lips. 
Larigot. A Mutation stop which sounds a 19tb above the normal pitch. 
Leathered Idp. See Diapason Phonon. 

Lemaigre, Bdmond, Registration of Marche Solennelle 182 

Lemare, Bdwin H., Registration of Andantino in D-flat 160, 164 

Lemmens. Jacques, RegiBtration of Finale in D 166 

L'Bxpr. (Fr.). Swell manual. 
Lieblich. Delicate tone. 

Lieblich Bourdon (Bch. or Ped.) 42 

Lieblich Oedeckt : 41 

List of 11 Anthems for which Registration is Suggested 119, 134 

Joseph Bamby, ** O how amiable " 124 

John Hopkins, ** Lift up your heads " 125 

John Goes, " O Saviour of the world " 126 

Berthold Tours, ** O come let us sing unto the Lord " 127 

John B. West, " The woods and every sweet-smelling tree ** 128 

Rev. H. H. Woodward, "The radiant morn hath passed away'* 129 

Horatio W. Parker, '*In heavenly love abiding" 130 

Dudley Buck, '* Sing Alleluia forth " 131 

Arthur Foote, ** StlU, still with thee" 132 

John Hyatt Brewer, " O, Lamb of €k>d " 133 

George W. Chadwlck, "Peace and light*' 134 

List of Combination Movements 76 

List of Combinations of 16, 8, 4, and 2 ft. pitch with the aid of the 16 ft. 

Couplers . . , 71 

List of Couplers in a Modem Four-Manual Organ 66 

List of 63 Bffective Solo Combinations with the aid of the 16 ft. Couplers 72 

List of 9 Compositions which require Chimes 68 

List of 90 Organ Compositions for which registration is suggested for 
various specific organs. 

One-manual Organ, 6 speaking stops. First specification 140 

Henri Deshayes, Andante Religioso 141 

Walter Porter, Three Short Andantes, No. 1 141 

Walter Porter, Three Short Andantes, No. 2 141 

Walter Porter, Three Short Andantes, No. 3 141 

Theodore Salom4 Ctothic March 142 

J. Frank Frysinger, Berceuse 142 

One-manual Organ, 6 speaking stops. Second specification 148 

Henri Deshayes, Communion in A 144 

Walter Porter, Allegretto Grazioso 144 

Gustav Merkel, Prelude in B-fiat 144 

Oustav Merkel, Prelude in G 144 

B. Silas, March in B-flat 145 

One-manual Organ, 7 speaUng stops. Third specification 145 

William Faulkes, finale in B-fiat 145 

Henry M. Dunham, Meditation in B-flat 146 

F. R. Rickman, Andante Grazioso 146 

Medium-sized two-manual Oigan, 15 speaking stops 147 

Uso Self ert. Fantasia in C-minor 148 

William Faulkes, Postlude in A 148 

C^sar Franck, Andantino in (}-minor 148 

Eldwin H. Lemare, Andantino in D-fiat 160 

Arthur Foote, Festival March 161 

Alexandre Gullmant, Blevation in A-fiat 161 

Georges MacMaster, Grand Choeur in D 162 

Very small two-manual Organ, 7 speaking stops 158 

(The same 7 compositions as above) « . 154, 155 

Tery small two-manual Organ, 7 speaking stops, with duplexed Swell Organ 156 

Berthold Tours, Allegretto Grazioso 157 

William Faulkes, Grand Choeur in A 157 

S. Tudor Strang, Cantique d' Amour 167 

Johannes Pache, Prayer in A-flat 158 
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Modem two-maniial Organ, 22 ipeaklng stopfl 1S8 

Oicar Wagner, Allegro ma non troppo 159 

Frederick liaxeon. Grand Chorue s 160 

Bnssell King Miller, Nocturne in F 160 

Thtedore Dubois, Fantasia In B 162 

A. Chanyet, Andantino in D-flat 163 

Samnel Bonsseau, Blevation in B-flat 164 

Theodore Salome, Grand Choenr in 164 

Roland Diggle^ At Snnset 164 

Jacqnes Lemmens, Finale in D 165 

Oscar Wagner, Sonata in B-minor 165 

8. B. Whitney, Processional March 166 

Alfred HoUins, Spring Hong 167 

Modem three-mannal Organ, 40 speaking stops (non-movable combina- 
tions) 160 

J. S. Bach, Toccata and Fngne in D-minor 172 

Arthur Foote, Pastorale in B-flat 173 

H. D. Wetton, Andantino 174 

Alexandre Gnilmant, Sonata in D-minor, No. 1 176 

C^sare Galeotti, Offertoire 180 

GustaT Merkel, Pastorale in G, Op. 103 180 

George B. Whiting, Melody in B-fiat 182 

Bdmond Lemaigre, Marche Solennelle 182 

Theodore Salom^, Cantiltae 183 

Samuel Bousseau, Bntr^ Nuptiale 184 

Will C. Macfarlane, Bomanza 184 

Henry M. Dunham, Sonata in G-minor 185 

W. wolstenholme, Serenata 185 

Balph Kinder, Festival March 188 

John Hyatt Brewer, A Spring-Time Sketch 188 

Georges MacMaster, Pastorale in D-flat 190 

Horatio Parker, Vision in D 191 

Adolph Kroeger, Marche Pittoresque 191 

H. J. Stewart, Festival March 192 

B. Huntington Woodman, Bpithalamium 193 

Modem three-manual Organ, 40 speaking stops (movable combinations) 194 

J. S. Bach, Fantasia and Fugue in G-minor ^ . . . 195 

Felix Borowski, Prayer in F 196 

Theodore Dubois, In Paradisum 197 

Joseph Callaerts, Prayer in D-flat 198 

Ck>ttf ried N. Federlein, Serenade 199 

Alfred Hollins, Grand Choeur in G-minor 199 

J. S. Bach, Choral Prelude, ** Wir danken dir " 200 

J. S. Bach, Choral Prelude, " Der Tag, der ist so f reuden- 

reich" 200 

Clilford Demarest, Cantilena 200 

Felix Mendelssohn, Sonata in F-mlnor, No. 1 201 

Aloys Claussmann, Pastorale in A 205 

H^iry M. Dunham, Andante in A-flat 206 

Alexandre Guilmant, Marche B^ligieuse 205 

Arthur Foote, Nocturne 206 

H. A. Wheeldon, Canzona 207 

Dudley Buck, NOel 208 

John A. West, Melody in A-flat 208 

Gabriel Piem4, Cantil^ne in B-flat 209 

Frederick N. Shackley, At Eventide 210 

Alexandre Guilmant, First OfTertory on Christmas Hvmns 211 

Four-manual Organ, 77 speaking stops (non-movable combinations) 213 

Homer N. Bartlett, Toccata in B 218 

F. de la Tombelle, Marche Pontiflcale 220 

M. B. Bossi, Scherzo in G-minor 221 

Josef Bheinberger, Vision in D-flat 222 

Louis Thiele, Concert Satz in B-flat minor 223 

W. T. Best, Pastorale in G 224 

Alfred Hollins, Concert Rondo 225 

Four-manual Organ, 77 speaking stops (movable combinations) 228 

L. BoSllmann, Suite Gothique 230 

F. de la Tombelle, Pastorale in E 231 

C^Nir Franck, Finale in B-flat 233 

Bdwin H. Lemare, Bomance , 233 

T. Tertius Noble, Solemn Prelude 234 

Ch. M. Widor, Fifth Organ Symphony 235 

List of 60 Possible CombinatiiHis with Four Stops and the Octave Couplers 69 

M 

Macfarlane, Will C, Begistration of Bomanza 185 

MacMaster, Georges, Begistration of : 

Grand Choeur 152, 155 

Pastorale in D-flat 190 
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Ifagnatnm. A 82 or 16 ft. metal Diapason in the Ped. Organ. Occasionally 

found in 8 ft. pitch. 
Main (Fr.). Hand. 
Main Droit (Fr.). Risht hand. 
Main Gauche (Fr.). Left hand. 
Major. Large or principal. 
Major Baes. Large Baas. 
Major Diapason. A 16 ft. Diapason. 
Major Floete. Large Flute. 

Manipulation of the Stops and Combination Moyements 114 

Manual. Keyboard for the hands. 

Manual I "j 

Manual II l inA 

Manual III f 1"* 

Manual IV J 

Manual Couplers 62 

Manual Quint 16 

Manual to Manual Couplers 62 

Manual to Pedal Couplers 64 

Manual Untersats (Oer.). A 32 ft Bourdon on the manual running down 

only to tenor C. 

Material of Oraan Pipes 16 

Maxson, Frederick, Registration of Grand Chorus 160 

Mechanical Stops 13 

Mel. { , 4, 

Melodia, Overtones of 31 

M4mes Jeux qu'au commencement (Fr.). The same stops as at the beginning. 

Mendelssohn, Felix, Registration of Sonata in F-mlnor, No. 1 201 

Merkel, Gustay, Registration of: 

Pastorale in G, Op. 103 180 

Two Preludes 144 

Canon in F-sharp 137 

MettesfFr.). Put on. 

Mezzo Qt. and Sw 110 

Bflller, Russell King, Registration of Nocturne in F 160 

sst«r«r • «•«» 

Montre (Fr.). Diapason, literally "show pipes.*' 

Mounted Comet. A Mixture stop whose pipes are placed at a higher level 
(mounted) in the swell-box than the other pipes. 

Movable Combinations (Pistons or Pedals), (Absolute Combinations) 76 

Musette 54 

Mutation Stops 15, 30 

Muted Viol 48 

Mutually Releasing Combinations 77 

N 

Nacht Horn ((3er.). Night Horn 18,19 

Nasat J A Mutation stop sounding the twelfth above the normal pitch. 

Necessity of Mixture Stops 39 

Night Horn 18, 19 

Nicks and Nicking 16 

Nineteenth (Larigot). A Mixture stop. 
Nitsua. A variety of the Gtemshorn. 

Noble, T. Tertius, Registration of A Solemn Prelude 234 

Non-Movable Combinations (also called ** Immovable/' ** Dual " and ** Dead ") 76 

Normal Pitch 17 

O 



(Ger.). Literally, the upper part of the organ, corresponding to 
- the Sw. Organ ; though in (Ser. organs the pipes frequently are not 
in a swell-box. 

(Hautboy, Hautbois) 49 



Ob. 

Obw. 

Oberw. 

O. W. 

Oberwerk 

Ob. 

Oboe 

Oboe and Bassoon 

Oboe d' Amour. A soft-toned Oboe. 

Oboe, Overtones of 31 

Octave, First Overtone 22 

g^^e}<P>^*»c*P»') 38 

Octave Cornopean 63 

Octave Couplers 62, 64 

Octave Quint (Twelfth) 38, 39 
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OetaTe Trumpet 5S 

OctaTin. Flageolet. 
Op. D. 1 

Op. Diap. \ 36, 38 

Open Diapason J 

Open Plpea Id, 19 

Ophlclelde 51 

Orage. See Storm Pedal. 

Orcfi. Ob. ) 50 

Orchestral Oboe ) 

Orchestration and Begtatratlon Compared 9, 10 

Organ Coloring 9 

Organo Pleno (Plena). A fnll combination of 16, 8, 4, and 2 ft. stops with 

soft Reeds and Mixtures. 
Orgne Express (Fr.). Swell Organ. 
Orgne Expresslf (Fr.). Cabinet or reed organ. 
Otes (Fr.). Put off. 

Overtones (Harmonics) 22 

Overtones, Aconstical Curves of 25, 26 

Overtones, First and Second 25 

Overtones Illustrated 25 

Ouverte (Fr.). Open. 

Ouvres (Fr.). Open the Sw. 

Ouvres le R6cit. tout k fait (Fr.). Open the swell wide. 



Pache, Johannes, Begistratlon of Prayer in ▲'^lat. 158 

Parker, Horatio W., Registration of : 

** In heavenly love abiding ** 130 

Vision in D 191 

Partials, Upper. See Overtones 22 

PMaleCFr ) l^^® Pedal keyboard with the wind-chest and pipes which belong 
Pedal Organ J to that keyboard. 

Pedal Echo Bourdon 42 

Pedal Flute (Bass Flute) 44 

Pedal Lleblich Bourdon 42 

Pedal Pistons (Studs) 76 

Pedal Quint 15, 39 

Pedal Release 77 

Pedal Studs (Pistons) 76 

P4daller (Fr.). Pedal keyboard. 

Ped. to Gt. An incorrect term for Ot. to Ped. 

Ped. to Sw. An incorrect term for Sw. to Ped. 

Percussion Stops * 15, 56 

Pen k pen (Fr.). Little by little. 
Pfeife (Oer.). Pipe. 

Phltomela 18, 48 

Phoneuma 21 

Phys. } 54 

Physharmonlca I 

P and F Ch 112 

P. F and FF Gt 110 

P and F Ped 112 

P. F and FF Sw Ill 

Wccolo} 2 ft (In French organs 1 ft.) 44 

Piccolo Harmonlque. A Piccolo with pipes of double length which sound the 
octave. 

Pi«ds (Fr.). Feet. 

Piern^, €tebriel, Registration of Cantllftne in B-flat 209 

Piffaro. A 2-rank Flute stop of 4 and 2 ft pitch. 

Pistons and Piston Combinations 76 

Pitch of the Stops 19 

Plein Jeu (Fr.). Mixtures. 

Polyphone Pipes. Pipes so constructed that they sound two different pitches 
or two different powers as required. 

Porter. Walter, Registration of : 

Allegretto Grasloso 144 

Three Short Andantes 141 

Posauna 16 ft 53 



Pos. I 

Positif (Fr.) f 
Positiv ((Jer.)J 



Choir Organ. 

Position of tHe Couplers in a Grand Crescendo 81 

Prestant (Praestant). In Gter. organs. Diapason: in Fr. organs. Octave 4 ft 
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Prepares (Fr.) J '^^ arrange stopc and combinations for future use. 

PrlnciiMtl 8 ft. Diapason 86 

Principal 4 ft. OcUve 88 

Principal, Geigen ' 87 

ProgresslTe Order of the Stops for a Grand Crescendo 82 

Prolongment Harmonlqne. A mechanical device which holds down certain keys. 

or prolongs the tones of those keys, after the hands haye been removed 

from the keyboard. 
Puis (Fr.). After that, or a little later. 
Put off. The meaning is obvious. 

Q 

^nint (Manual or Pedal) 89 

luintadena 20, SS 

julntadena. Acoustical Curve of 80 

Qulntaten ) 20, 20, 55 

Quintaton J 

Qulntaten, Acoustical C!urve of 20 

Quint Mixture. A discarded name for a Mixture stop. 

R 

R. 1 

R^it. \ (Fr.). Swell Organ 104 

Rteitatif J 

Reed Stops 14 

Reed-Tone Stops 18, 40 

Regal. An ancient portable organ. 

Regal. A variety of Reed pipes with fantastic-shaped tops. 

Register 

Registration Defined 

Registration and Orchestration Compared 0, 10 

R^istration Indications 104 

R^stration of the Accompaniments of Anthems 123 

Registration of Hymn Tunes 117 

Registration of Organ Trios 136 

Registration on Antiphonal Organs 87 

Registration on Echo Organs 87 

Registration on One-Manual Organs 140 

Registration on Two-Manual Organs 147 

Registration on a Medium-siaed Two-Manual Organ 147 

Registration on a Small Two-Manual Organ 163 

R^stratldn on a Very Small Two-Manual Organ with Duplexed Swell Organ 166 

Registration on a Modem Two-Manual Organ 168 

R^istration on a Modem Three-Manual Organ with Non-Movable Combina- 
tions 160 

Registration on a Modem Three-Manual Organ with Movable Combinations 104 

R^istration on a Four-Manual Organ with Non-Movable Combinations 218 

Registration on a Four-Manual Organ with Movable Combinations 228 

Relative Power of the Stops In a Swell Organ 02 

Releases, Combination 77 

R^mettes (Fr.). Put on again. 
Renforces (Fr.). Add stops. 

Resultant Bass 80 

Rheinberger, Josef, Registration of Vision in D-flat 222 

Rickmann, F. R., Registration of Andante Grasioso 146 

Rohr Floete (Chimney Flute) 80, 42 

Rousseau, Samuel, Registration of : 

Elevation in B-flat 164 

Bntrte Nuptiale 184 

^ ^' ^ VQ^t.). Literally the '* back work," corresponding to the Ch. Organ. 

S 

Sallcet 48 

Sal. \ 4* 

Salicional J ' •; ' *" 

Salicional, Acoustical Curve of 28 

Salicional Oboe (String Oboe) 50 

Salome, Thfodore, Registration of: 

Cantiltoe 188 

Ck>thic March 142 

Grand Choeur in G 164 

Sans Accouplement (Fr.). Without Couplers. 
Sans Tirasse (Fr.). Without Ped. Couplers. 
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Saxophone. An 8 or 16 ft. Reed stop with a modification of the Clarinet tone. 

Scale of Organ Pipes 16 

Scharf. A sharp Mixtnre stop. 

SchweUerwerk 104 

Second Diapason 8 ft 37 

Second Manual 104 

Second Tonch. See Donble Touch. 

Second Use of the Octave Conplers 08 

Seifert. Uso, Registration of Fantasia in C-minor 148, 164 

Seise (Fr.). Sixteen. 

S^pares (Fr.). Separate the manuals — Put off the Coupler. 

Septieme. Flat Twenty-first (q. t.). 

Series of Overtones 22 

Sesqnialtera. An old-fashioned Mixtnre stop of two or three ranks. 

Set Combinations. Fixed Combinations 7^ 

Set. To adjust or set a combination on a pistoh or pedal. 

Senl (Fr.). Alone. 

Seulment (Fr.). Only. ^ « „ ^ __.^^ „ 

Sfs. 1 A combination pedal which brings on the Full Organ with all 

Sforzando J Couplers (with or without the Tuba according to taste). 

Schackley, Frederick N., Registration of At Eventide 210 

Sharp Mixture. Scharf (q. v.). 
Short Stops. See Half Stops. 
Signs: 



AddSslieioasl 
€«aiVs toff 



Sir. 



/ 




< 8v. »w.^ Sw. ^ 







Pointers used to denote the 
exact part of a measure on 
which the indication should be 
effected. 



Silas, B., Registration of March in B-flat 145 

Single-Acting Combination Movements 76 

Sixteen Feet ) ig 

Sixteen-Foot Stops j 

Sixteen-Foot Couplers 20, 60 

Sleigh Bells 15 

Slotted. Pipes which have a slot at the upper end for tuning. 

Small Diapason. The same as Second Diapason 87 

Snare Drum 15 

{The upper keyboard in modem four-manual organs and occasion- 
ally tne lower keyboard in somewhat old three-manual organs, 
with the wind-chest and pipes which belong to that keyboard. 
The stops are mostly of a solo character. 

Solo Mixture 40 

Solowerk (Ger.). (Solo Organ) • 104 

Soubasse. Bourdon. 

Speaking Stops 18 

Special Combinations 102 

Specifications : 

One-Manual Organ, I 141 

One-Manual Organ, II }43 

One-Manual Organ, III 146 

Small Two-Manual Organ, 16 stops 147 

Very Small Two-Manual Organ, 7 stops 163 

Very Small Two-Manual Organ with Duplexed Sw. 156 

Modern Two-Manual Organ with 22 stops 158 

Modem Three-Manual Organ with 40 stops 169 

Four-Manual Organ with 77 stops 216 

Specimens of Registration Indications - 109 

Spitz Floete 43 

Stahlspiel (Glockenspiel) 58 

Standard Pitch 17 

Stentorphone 8 ft 37 

Stewart, H. J., Registration of Festival March 192 

Still C»edeckt Lieblich Gedeckt. 

Stop, Definition of 18 

Stop-Keys ] ^« 

Stop-Knobs J ** 

Stop Nomenclature. The technical names of the stops. 
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St. D. I 

St Diap. MGedeckt) 1T,41 

Stopped IHapaaon j 

Stopped Pipes 19 

Storm Pedal (Orage). A mechanical pedal In French organs which causes 

seyeral of the lowest pipes of the Ped. flue stops to sound slmnltane- 

ously ; to Imitate the sound of thunder. 

Strang, S. Tudor, Registration of Cantlque d' Amour 167 

String Diapason (Violin Diapason) 17, 87 

String Oboe (Sallclonal Oboe) 50 

String-Tone 17, 19 
trlng-Tone Stops 18, 45 

Suabe Flute 4 ft. Wald Floete. 

Sub. Octave below. 

Subbass. Bourdon. 

Sub-Bourdon. A 82 ft. Bourdon. 

Sub Couplers t 9^ a7 

Sub-Octave Couplers } '^"' ^* 

Super. Octave above. 

Super Couplers ) 20 65 

Super-Octave Couplers } *v, w 

Super Octave. FlfteeBth 88 

Supprlmes (FrO. To suppress or put off. 

8w. 1 The manual next above the Gt. (In most organs) with the 

Swell V wind-chest and pipes which belong to It All the pipes are 

Swell Organ J enclosed In a swell-box (a. v.). 

Swell-Box. A large box (containing all the pipes of a department) which Is 
provided with Venetian shutters, for the purpose of permitting a 
crescendo and diminuendo, by means of the swell-pedal which controls 
the shutters. 

Swell-Pedal. The mechanical pedal which controls the above shutters. 

Sw. to Oboe 118 

Swiss Bells 15 

T 

Tablets 18 

Table of Approximate Effect of combining stops of four qualities of tone. . . 94 

Tam Tam •.......• 15 

Tenoroon. A 16 ft manual stop, generally Bourdon, which extended down only 

to tenor C (obsolete). 
Ters. Tierce (q. v.). 

The Diapason. Standard 17 

Thlele, Louis, Registration of Concert Satz In B-flat-mlnor 228 

Third Diapason 87 

Third Manual 104 

Third Use of the Octave Couplers 72 



82 ft. 1 19 

Thlrty-two-Foot Stops J 
Thunder Bass. See Storm Pedal. 



Tibia 18, 43 

Tibia Family ^ 48 

Tibia Clausa 1 
Tibia Dura | 

Tibia Major 1 48 

Tibia Minor f 

Tibia Plena 
Tibia ProfundaJ 

Tierce. A Mutation stop or rank which sounds the seventeenth above the nor- 
mal pitch. 

Tilting Tablets 18 

Timbre. Quality of tone. 

Tlrasse (Fr.). Pedal Coupler, generally Ot to Ped. 

Si^ dn a O. } (B^)- Gt. to Ped. Coupler. 

Tombelle, Baron de la. Registration of: 

Pastorale In B 281 

Marche Pontlflcale 220 

Tone-Color 9 

Tone-Color Intenslfler (Vox Humana) ..j. 54 

Tonn^re (Fr.). Storm Pedal (q. v.). 

Tours, Berthold, Registration of: 

Allegretto Orasloso 157 

" O, come let us sing unto the Lord *' 127 

Tons les Anches (Fr.). All the Reeds. 

Tons les Fonds (Fr.). All the Foundation Stops. 

Tout rOrgue (Fr.). Full Organ. 

Traps 16 

Travers Flute (Flauto Traverse) 48 
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TremMant <Fr.) 

TremolsBt 

Tremolo 

Tremulant 

TromlMi 



} 



eo 



53 



Trombe 

Trombone 16 ft 62 

Trombone 32 ft. (Contra) [ &3 

Trompette (Pr.). Trompet. 

Trompette B^dt. (Fr.). Cornopean. 

Trompette senl an lUdt <Fr.). Cornopean only. 

Trnmp. I "^ ' -- 

Trompet-Tooe !» 

Tnba 51 

Toba, Harmonic. See Harmonic Tuba. 

Tnba Clarion. A 4 ft Tnba. 

Tnba Magna) »c« 

Tnba Major j ®^ 

Tnba Minor 51 

Tnba MIrabUla 51 

Tnba Profunda. A 16 ft Tnba. 

Tnba Sonora. A special Tarlety of Tnba Tarylng witb different builders. 

Tuning Fork, Vibration Curve of 24 

Tuyaux (Fr.). Pipes. 

Twelfth 15, 3S. 39 

Twen^-llrst See Flat Twenty-flrst 

Two Feet 1 ia 

Two-Foot Stops j 

U 

TTd. Mar. 1 »& 

Unda Marls J ^ 

Unified. See Duplex Chests 84 

Unison Couplers 20, 62 

Unter Clayler (Qer.). Lower Manual. 
Untersats (Oer.). A 82 ft Bourdon. 
U. W. 1 

Unter W. \ ((3er.) 104 

Unterwerk I 

Upper Partlals (Overtones, Harmonics) 22 

Use of the Beho Onpsn 87 

Use of the Grand Crescendo 83 

Uses of the Octave Couplers 67 



Ttbrato. Tremolo 60 

yiolorVlole. A soft Viol d'Orchestre. See Muted Viol 48 

Viol iBtherla. A fanciful name for a very soft String-tone stop. 

Viol Celeste 47 

Viol de (Sambe I Cku^ba 45 

Viola da Crambaj 

Viol d* Amour 47 

V. ffOrch. \ 4(1 

Viol d'Orchestrej 

Viol d'Orchestre, Acoustical Curve of 29 

VloU 46 

Violin 48 

VIollna 31, 48 

Violin Diapason (String Diapason) 17, 37 

Violin Dolce (VIollna). 
VIolIno (VIollna). 

VIoloncelle (Fr.) ) 4a 

Violoncello (Cello) 8 ft J 

Vlolone 16 ft 49 

Volx Celeste J 18. 47 

Volx Hnmalne (Fr.)") 

Vox. H. f ^' 

Vox Humana J 

Volleswerk (Ger.). Full Organ. 

Vox Angelica. A fanciful name given by different builders to various very 

soft stops ; sometimes of flue pipes and sometimes of reed pipes. 
Vox Seraphlque. A fanciful name given to various soft string-tone stops which 

have sometimes one rank and sometimes three ranks, similar to a Viol 

Celeste. 



a 



ii 



i 
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M Wagner, Oscar, Regtstratloii of: 

Allegro ma non troppo 159 

Sonata in ES-mlnor , 165 

W FL 1 

8 Wald Floete \ 41 

„ Wald Flnte ( ?) J 

M West, John A., Registration of Melody in A-flat 208 

^ West, Jobn B., Registration of **The woods and eyery sweet-«melling tree" 128 

Wetton, H. Davon, Registration of Andantino in D-flat 174 

Wbeeldon, H. A., Registration of Canzona 207 

Wliiting, George B., Registration of Melody in B-flat 182 

SI Whitney, 8. B., Registration of PPoce88i(Hial March 166 

„ Widor, Ch. M., R^istration of Fifth Organ Symphony 235 

: Wind Pressure. The pressure of the wind which is forced into the pipes varies 

" with different stops, with different departments, of the organ, and with 

different organ builders for the same stops. This pressure varies from 
2H inches m a few old organs to 50 inches for the most powerful Tubas. 

il Wolstenholme, W., Registration of Serenata 188 

., Woodman, R. Huntington, Registration of Bpithalamlum 193 

! Woodward, Rev. H. H., Registration of ** The radiant mom hath passed away *' 129 



Z 



Zart Flute. A slender scale 4 ft. Flute. 
} Zauber Floete. A full-toned stopped Flute which sounds the second overtone — 

the twelfth. 

Zylophone. One of the Traps in theatre organs. 
> Zero Piston. Release , 77 



USTOF 
ADVANCE SUBSCRIBERS 



LIST OF ADVANCE SUBSCRIBERS 



ADAH8. BBBTIB I 



, Worcester, Ifau. 



ALLBN, BOBBBT, A.A.O.O., N«W 

Bedford, ICan. 
AHBB08B, PAUL, TrmtoD, N. J. 
. •■■CSB. G^ We. 



AMDRBW, HBf). ALICB 1 

Hedfori Uam. 
ANDREWS, J. WABBON, . 



CHADWICK. CHARLES F"., 
Builder, BprlDffleld, Mub. 
"*" Mil ■ 



RoBllndale, 



CHANDLER, MiLTON 

CHAPIN, MIBB MARION LOUISE, 

IE H., Chicago, III. 

'ILLE, A. A. 0. O., 



any, ADdoT«r, Mm*. 
ASnNWALL, JOHN, Newbnivh, 
ADDSLBT. QEIOROH A., LL.1>., 



BACON, ALLAN, Pmnoiu College, 

Fairfield. Iowa. 
BACON, MISB EATHBBINE H., 

Orange, Haas. 
BANGHRT, UBS. LOUIS J., Ballalo, 

N. r. 
BABNAED, MISS QBACB H., Boaton, 

U«M. 

BABBINOTON, JOHN W., A. A. O. O., 

Worceittr, Haas. 
BABROWS,IX>NALD B., Rochester, V.Y. 
BARTHOLOUBW, EDA E., Atlaota, Ga. 
B&CKBR, LUCIBN E., F. A. G. O., 

Fortlsnd, Ore. 
BBNIAMIN, MISB HASRIBT P., 

RtKbeater, Minn. 
BENNETT, MRS. MABEL WINBLOW, 

Boston. MalB. 
BERLIN, HAERT D.. ReKding, Ftt. 
BIDWELL, MARSHALL S., Boaton, 

BIRD, HISS ETHEL F., EdBewood, 8- L 
BIROB, BDWABD B., ladlanapotla. Ind. 
BLANDING, GORDON, Belvedere, Cal. 
BOLLINQER, MSB. WILLIAM, Hem- 
phla, Tenn. 



phla, TeDD. 
BOFPBRT. MRS. MARGARET E. 

St. LoQis, Mo. 
BOYD, CHARLES N., PlttabDrKh, Pa. 

BRACKETT, LTMAN W., Boaton, Hm«. 

BBASE, HAYBABD, Ltodaborg, Kau. DIEHM, Mil 
BROCK, MRS. BLANCHE T., Dor- ~- 

ch«ater. Maaa. 
BBOWN. MISS PLOHBNCB M. C, 



[ B., A.G.O., 

). D., Boaton, Mass. 
M., EnoiTllle. Tenn. 
Wlnthiop, Uaaa. 
.a, Detroit, Mich. 



. Groton Bebool, 



lATTlB CABB, 

on city. Pa. 

r.. Worcester. Uaa«. 

DS ORACB, Boaton. 

Maaa. 
DAVIDSON. MRS. GBOROE O.. 

Watertown, Maaa. 
DAVIS, MIBB BLANCHE NATHALIE, 

Providence, B. I. 
DEAL, UI8S ALICB B., Chicago, III. 
DBAN. FLOYD BIGLOW, N. E. Con- 

servBtorT. Boston. Mass. 
DELANO, BENJAMIN A., Wlnthrop, 

Maaa. 
DEMAHB8T, CLIFFORD, P. A. G. O.. 

Warden of American Qalld of Organ- 

lata. New York City. 
DBNI90N CONSERVATORY OF 

MUSIC, Granrllle, O. 
DBXTHR, THEODORE E., Central 

Falls. R. I. 
DICK, HAROLD, Webater City, Iowa. 
DICKINBON, HIB8 BTHBL LOOMIS. 



BEOWN, ROBERT H., 



BROWN, WILLIAM H^ TorrlngtoD, Ct 
BUCKINGHAM, JOHN D., A. G. O., 



Wbatfleld KectoTT. Englanii. 
BURTON, HALBURT G., Cambridge, 

Maaa. 
CAMP, HARBY UPBON, Reading, Haaa. 
CAMPBELL. L. H.. Loa Angeles, Cal. 
CARL. WILLIAM C. Mna. Doc. A. G. O., 

Gnllment Organ School, New York City. 
CABAVANT, J. C, Omn BnUdM, 

Bt Hjadnthe, Qoetiec two copies. 



Coll«e, Decatnr, Ga. 
"■«" EMMA C, Waakeaha, 

DEBISKE, H. O., Chicago, 111. 
DUNHAM, HENRY M., A. Q. O.. New 
England Conaerrstory of MdbIc. Boa- 

DUR^EE, MIB8 GRACE P., Marlon, O. 
DU8TIN, JOSEPH K., F. A. G. O.. 

OloDcester, Maaa. 
DYER, MIB8 RUTH ELIZABETH, 

Honnt Holyoke College. Sooth Hadley, 

EDDY ,' CLARENCB, A. G. C, Chleagd 



BBTBY ORGAN CO., Organ Bnlldera, 

Boaton. Maaa. 
BYER, FRANK L., Limestone College, 

QaSrer. B. C. 
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FALK, DR. LOUIS, A. G. O., Chicago, 111. 
FARMBB, W. W., Worcester, Biass. 
FAYBOT, MISS LOUISE, New Orleans, 

FBATHBBSTON, MISS LILLIAN, San 

Francisco, Cal. 
FBIL, HANS C, Kansas City, Mo. 
FISHBB, GBOBOB B., Bochester, N. Y. 
FISHBR, MISS MARY CHAPPBLL, 

A. 6. 0., Niagara Falls, N. Y. 
FLAHBRTY, CHARLBS A., Boston, 

Mass. 
FLBISSNBR, OTTO, California School 

for the Blind, San Francisco, Cal. 
FOBBS, WILLIAM H., St. Paul, Minn. 
FOSTBR, AUGUSTUS C, Boston, Mass. 
FOSTBR, MRS. GBRTRUDB MARCH, 

Worcester, Mass. 
FOWLBR, BLISHA, Organ Builder, 

Boston, Mass., two copies. 
FOWLBR, JAMBS H., Fremont, Nebr. 
FRAMPTON, JOHN ROSS, Iowa SUte 

Teachers College, Cedar Falls, Iowa. 
FRANCIS, J. HBNRY, Charleston, 

W Va 
FRANK,' WILLIAM F., Boston, Mass. 
GALB, MISS BLLA LBONA, A. A. G. O., 

Lowell, Mass. 
GALLOWAY, CHARLBS, St. Lonis, Mo. 
GASKINS, MISS GBNBVIBVB BAUM, 

Oregon State School of Music, Car- 

yallls. Ore. 
GATES, L. D., Miami, Fla. 
GEBR, B. HAROLD, A. M., Mus. Bac, 

F. A. G. O., Yassar College, Pough- 

keepsie, K. Y. 
GBHRKBN, WARRBN H., Brooklyn, 

N. Y. 
GBRNBT, HERBERT, Allentown, Pa. 
GLEASON, HAROLD, Rochester, N. Y. 
GOODRICH, WALLACE, New England 

Conservatory of Music, Boston, Mass. 
GOTTFRIED & CO., A., Pipe Organ 

Supplies, Erie, Pa. 
GRANT, GEORGE W., Lebanon, Pa. 
GRANT, MRS. IRBNB OSBORNE, 

Someryille, Mass. 
GREELEY, CHARLES G., Boston, Mass. 
HALL, MISS HELEN W., North Pem- 
broke, Mass. 
HALL, J. R., Cleveland, Ohio. 
HALL ORGAN CO., Organ Builders, 

West Haven, Conn. 
HALLBTT, P. SHAUL, F. A. G. O., 

A. R. C. O., Pasadena, Cal. 
HAMMOND, WILLIAM C, A. G. O., 

Mt. Holyoke College and Holyoke, 

Mass. 
HARDING, E. H., Washington, D. C. 
HART, CLARENCE D., W. Somerville, 

ILf HAfi 

HART,' MISS DELLA L., Lynn, Mass. 

HARYARD MUSICAL ASSOCIATION. 
Boston, Mass. 

HASCALL, WILBUR. Boston, Mass. 

HAZELL, WILLIAM ALBERT, Perth, 
Ontario, Can. 

HEATH, LESTER J., Chicago, 111. 

HEDDEN, WARREN R., Mus. Bac, 
F. A. G. O.. New York City. 

HBINZELMAN, GEORGE W., Houston, 
Tex 

HBMENWAY, MRS. BiYRA POND, 
Needham, Mass. 

HERING, J. NORRIS, A. A. G. O., Balti- 
more, Md. 

HIBBARD, MISS RUTH, HolUns Col- 
lege, Hollins, Ya. 

HILL, JAMES W., Haverhill, Mass., two 
copies. 



HINNBRS ORGAN CO., Organ Boilders, 
Pekin, 111. 

HINZB, J. OTTO, Chicago, 111. 

HIRSCHLBR, DANIEL A., Mus. Bac, 
A. A. 6. O., College of Emporia, Em- 
poria, Kans. 

HOOK & HASTINGS CO., Organ Build- 
ers, Kendal Green, Mass. 

HOPKINS, EDWIN M., Lawrence, Kans. 

HOWE, MISS JEANBTTB HART, 
A. A. G. O., Natick, Mass. 

HUMPHREY, HOMER C, New England 
Conservatory of Music, Boston, Mass. 

HUNT, HAMLIN, A. A. G. O., Minne- 
apolis, Minn. 

HURD, HERBERT A., Fryeburg, Me. 

HYSLOP, MRS. KATHERINE, Lebanon, 
Mo. 

IBBOTSON, ERNEST M., Hartford, 
Conn. 

IRWIN, CHARLES D., Brookllne, Mass. 

JENKINS, WILLIAM M., St. Louis, Mo. 

JOHNSON, DAYID WARREN, Chicago, 
111. 

JONES, WENDBLL M., Chicago, III. 

LANKART, MISS MAY D, Chicago, 111. 

LEACH, ERNEST DAWSON, A. C. M., 
Memphis, Tenn. 

LEARNED, CHARLBS, Watertown, 
N. Y. 

LEHMAN, JAMES. Phlladdphia, Pa. 

LEWIS, F. PERCYYAL. fTa. G.O.. 
Winchester, Mass. 

LIST, MISS LOLO, Massillon, O. 

LOCKE, WARREN A., A. G. O., Cam- 
bridge, Mass. 

LORD, J. E. W., Mus. Doc., Meridian, 
Miss. 

LOUD, GEORGE R., Newton Highlands, 
Mass. 

LOUD, JOHN HERMANN, F. A. G. O., 
Boston, Mass. 

LYNES, TWINING, Groton School, 
Groton, Mass. 

MacARTHUR, MRS. R. F., Tulsa, Okla. 

MACDOUGALL, H. C, Mus. Doc, A.G.O., 
A. R. C. O., Wellesley College, Welles- 
ley, Mass. 

MALTBY, MRS. lYAN, F. A. G. O., 
A. R. C. O., Richmond, Ya. 

MARDEN, MRS. BELLE CONANT, 
Orange, Mass. 

MARTIN, A. PERRY, Organ Builder, 
Newtonville, Mass. 

MARYOTT, HAROLD B., Chicago Musi- 
cal College, Chicago, 111. 

MATHER, JUDSON WALDO, Seattle, 
Wash. 

MAYER, FREDERICK C, Woodville 
Normal and Academy, Woodville, O. 

MAYO, ARTHUR D., Washington, D. C. 

MAYO, WALTER L., Richmond. Ya. 

McCARRELL, FRANK A., Harrisburg, 
Pa. 

McCLARY, FRANK W., Utlca, N. Y. 

McDowell, J. B. FRANCIS, Colum- 
bus, O. 

Mcelroy, Walter f., Carthage, mo. 

McHOSE, CLARENCE N., Lancaster, Pa. 

McSWBBNY, FRANCIS E., Berkshire 
Music School, Pittsfield, Mass. 

MESSMER, MISS IDA, St. Louis. Mo. 

MEWS, ARTHUR, C. M. G., St John's, 
Newfoundland. 

MILLER, C. LOUIS, Organ Builder, 
Baltimore, Md. 

MILLER, DAYTON C, Case School, 
Cleveland O 

MILLER, MISS GBRTRUDB, Roches- 
ter, N. Y. 
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MILBS, FRANK T., Spokane UniTenUty, 
Spokane, Wash. 

MOLLBR ORGAN WORKS, M. P., Or- 
gan Bnildersy Hagerstown, Md. 

MOORB, MISS FANNIB, Newton, Mass. 

MOORB, FRBDBRIC G., Andover, Mass, 

MORBY, C. B., Organ Builder, Utlca, 
N. Y. 

MOURft, F. A., University of Toronto, 
Toronto, Can. 

NAGBL, RAY C, Norwich, N. Y. 

NBW YORK PUBLIC LIBRARY, Refer- 
ence Dept, New York City. 

NBWMAN, ARTHUR T., Bristol, R. I. 

OBBRLIN C0LLB6B LIBRARY, Ober- 
Iln, O. 

ODBLL & CO., J. H. & C. S., Organ 
Builders, New York City. 

OHIO WBSLBYAN MUSIC DBPT., 

PALMBR, MISS MARTHA M., FrankUn, 

Ind. 
PARKBRTON, MISS MILDRBD M., 

Nabant, Mass. 
PARTRIDGB, MISS MILDRBD M., 

Boston, Mass. 
PAUL, WILLIAM F0RRB6T, F. A. G. O., 

Pblladelpbla, Pa. 
PBAR8ALL, JOHN V., Arlington, N. J. 
PBARSON, HBNRY WARD, lUlnolB 

Woman's College, Jacksonyllle, III. 
PHBLPS, MISS ROSB, Hackensack, N. J. 
PIBRCB, MRS. JOSBPHINB SMITH, 

Beverly, Mass. 
PIBRCB ORGAN PIPB CO., SAMUBL, 

Reading, Mass. 
PIBRCB, WILLIAM M., Philadelphia, 

Pa 
PITTS PIPB ORGAN CO., Organ Build- 
ers, Omaha, Neb. 
POLLBN, J. SHBLTON, Boston, Mass. 
POOLB, HARRY. Methuen, Mass. 
PORTBR, F. ADDISON, New Bngland 

Conservatory of Music, Boston, Mass. 
POWBR, RICHARD A., Charlestown, 

Mass. 
PRATT, WALDO S., Hartford, Conn. 
RBBD, BARLB W., Organ Builder, 

West Boylston, Mass. 
RBHLING, MRS, LOUISE CUTLER, 

Roslindale, Mass. 
REINIGBR, LOUIS D. P., Dorchester, 

Mass. 
RBUL, MISS CLARA LOUISE, Men- 

dota. 111. 
REYNOLDS, MRS. ALICE J. T., Bel- 
mont, Mass. 
REYNOLDS, ALLAN D., Framlngham, 

Mass 
REYNOLDS, MISS MARTHA B., Port- 
land, Ore. 
RHODE, ALOYSIUS, St. Louis, Mo. 
RICE, MISS ALICE L., Holliston, Mass. 
RICHARDS, SENATOR EMERSON, 

Atlantic City, N. J. 
RIBNSTRA, ALBERT R., Whitinsville, 

Mass. 
ROBERTS, MISS RUTH O., Saco, Me. 
ROBINSON, WILLIAM APPLBBYE, 

A. A. G. O., Cornwall, N. Y. 
ROGERS, MARK D., Los Angeles, Cal. 
ROLFE, DR. WILLIAM A., Boston, 

Mass. 
SALTER, SUMNER, A. G. O., WillUms 

Colle ge, Williamstown, Mass. 
SAWYER, J. W., Clinton, Mass. 
8CHAEFER, MISS HELEN J., A.A.G.O., 

Flemington, N. J. 
SCHATZ, GEORGE J., Brooklyn, N. Y. 
SCHORR, C. A., Dayton, O. 



SCHWIND, MRS. EUGENIA HATCH, 

Wollaston, Mass. 
SBNCINDWER, MISS BLANCHE M., 

Catonsvllle, Idd. 
SHAW, HARRIS S., ▲. A. G. O., Boston, 

Itfass 

SHBRRARD» ROBERT A., Johnstown, 

Pa. 
SHIELDS, T. EDGAR, Bethlehem, Pa. 
SHUEY, W. H., Oak Park, 111. 
SIMMS. J. H., A. A. G. O., Omaha, Neb. 
SIMPSON, MISS KATHLEEN G., 

Watertown, N. Y. 
SIRCOM, E. RUPERT, Boston, Mass. 
SKAIF^ ROBERT E., Spencer, Mass. 
SKEBLB, W; F., University of Southern 

California, Los Angeles, Cal. 
SKILTON, C. S., B.A., F. A. Q. O., 

Lawrence, Kans. 
SKINNER ORGAN CO., ERNEST M., 

Organ Builders, Boston, Mass. 
SMALL, MRS. ALFA L., A. A. G. O., 

Providence, R. I. 
SMITH, C. FORMAN, Newark, N. J. 
SMITH, C. WENHAM, Newark, N. J. 
SMITH, EDGAR J., Newton Highlands, 

Mass. 
SMITH, HARLAND W. D., Lockport, 

N Y 
SMITH, SUTHERLAND DWIGHT, 

Pittsburgh, Pa. 
SPENCER, CHARLES, J. P., Grande 

Prairie, Alberta, Organ Builder. 
SPRINGMBYBR, THEODORE W., New 

York City. 
STANSFIELD, WILLIAM, Mus. Bac, 

F. R. C. O., F. A. G. O., Washington, 

STEVENS, MOSES T., North Andover, 

lifass 
STEWART, MISS A. MAUDE, Eliza- 
beth. N. J. 
STIVEN, FREDERIC B., A. A. G. O., 

Oberlin Conservatory of Music, Ober- 

lin, O. 
STONE, A. H., Sanford, Fla. 
STONE, HARVEY E., Syracuse, N. Y. 
STRANCa. MRS. BEULAH MEDLAR, 

A. A. G. O., PottsvlUe, Pa. 
STUCK*. P. T., Mus. Bac, Portland, Ore. 
SWAN, WILLIAM L., Oyster Bay. N. Y. 
SWINNEN, FIRMIN, New York City. 
SWITZER, MRS. GRACE, Dallas, Tex. 
TALBOT, MISS A. M., Boston, Mass. 
THOMAS, AUSTIN Dy Twin Falls, Ida. 
THOMPSON, VAN DENMAN. De Pauw 

University, Greencastle, Ina. 
TILTON, FREDERICK W., Hartford, 

Conn. 
TINDALL, GLENN M., Shelbyville, Ind. 
TITCOMB, MISS RUTH B., Amesbury, 

Mass. 
TBAYNOR, MISS WINIFRED M., 

Omaha, Neb. 
TBBADWELL, MISS IDA LOUISE, 

W. Roxbury, Mass. 
TROLAND, EDWIN, Maiden, Mass. 
TWADDELL, W. P., Baltimore, Md. 
UNIVERSITY OF ILLINOIS LIBRARY, 

Urbana, 111. 
UPTON, IRVING H., Roxbury, Mass. 
VANTINB, LEWIS A., Milwaukee, Wis. 
VASSAR COLLEGE LIBRARY, Pough- 

keeosle N Y 
WADE, MISS BELLE S., Memphis, Tenn. 
WADE, HENRY T., A. A. G. O., Lake 

Erie College, PalnesvlIIe, O. 
WANGERIN-WEICKHARDT CO., Organ 

Builders, Milwaukee, Wis. 
WARE, GENE, Providence, R. I. 
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WABNBR, FRANK H^ New Tork City. 
WEIBSBiANN, MBS. F. W., Cincinnati, 

Ohio. 
WBLLBSLBT COLLBQB DBPABTMBNT 

OF MUSIC, Wellesley, Mass. 
WE8TLUND, MISS SIONB H., Snnunlt, 

N. J. 
WHBLPLBT, B. L., Boston, Mass. 
WHITNEY, S. C, Darien, Conn. 
WHYTOCK, MBS. ANTOINETTE HALL, 

ProTldence. B. I. 
WILD, HABBI80N M., A. O. O., Chicago, 

111. 



WILDE, EDWIN B., F.A.6.O., Browa 

Unlyerslty, Providence, B. I. 
WISMAB, WALTBB, St Louis, Mo. 
WOOD, CABL PAIOB, A. M., F.A.O.O., 

Unlyerslty of Washington, Seattle, 

Wash. 
WOOD, HABBISON B., Tonkers, N. T. 
WOOD, WILLIAM E., Arlington, Mass. 
WOODMAN, B. HUNTINGTON, 

F.A. O. O., Brooklyn, N. Y. 
WBT, HENBY B., Boston, Mass. 
YEBBINOTON, HBBBEBT L., A.A.G.O., 

Norwich, Conn. 
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Stanford University Librariei 
Stanf Old, California 



Rettm tUa book OB or bofon djito do*. 






